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CLIMAX 



OPINIONS OK. OTHER EDITORS. 



practicability on the proposition to 
make Mr. Blaine the Republican can- 
didate for President in 1S8S. This is 
emphatically true because the - cam- 
paign was fought ou lines *et by Tom 
Platt and the friends of Mr. Blaine, 
and tlie protection idea, which is ex- 
alted as the platform on which the 
defeated presidential candidate wishes 
to be placed, was put forward as the 
shibboleth of the contest. The result 
is sufficiently decisive. Not all the 
side is-ues of a strangely mixed can- 
vass, some of them planned to help the 
Republican ticket, sufficed to abate 
the directness of the answer which lias 
been made to the request for an eu- 
dor-ement of the Blaine idea. The 
verdict of t lie Empire State is against 
Platli-m, and the country will not 
fail to apprehend that Mr. Blaine has 
steadily lost ground since 1881 in the 
Stuie which is to tie the hinge of next 
year. To nominate him again in the 
face of these facts would tie so plainly 
to com t*defeat that we look to see the 
Republicans turn to Lincoln, Allison, 
Sherman nr some oilier man less 
definitely marked with the certain- 
ty of lailure. The result in New York 
looks like a political death blow to Mr. 
Blaine 



AXTTER’ 

i — CHICKEN — 

Cholera Cure I 



JAVANESE POISONS. 

Llfe-Deitroylnr Snh^Uinret Obtained froi\ 
Trees and Shrutm. 

Java ami the archipelago generally 
is the center of poisons, animal and 
vegetable, and no races are so prone 
to make use of them as the varied 
tribes grouped under the general name 
of Malay. Tlie “kria. ” or serpentine 
dagger, which has become almost a 
symbol of treachery and revenge, hss 
a terrible repn atio »; but from my own 
observation, I almost doubt if it is ever 
poisoned at all in the real sense of the 
word. The Malay never grinds the 
kria, but is always rubbing the blads 
with a green lemon, or the juice of a 
pineapple, mixed with orpiinent. 

The effect at first is to remove tbe 
rust, but a thicker coat succeeds, and 
in time a rough damascene is formed, 
with a notchy edge, and (he effect of a 
wound from a weapon of this 
aort needs no explanation to any one 
who has suffered from a rusty 
nail or needle. The poison of the 
sumpitan or blow-tube dart is, how- 
ever, very real. The Batak*. that 
singular race inhabiting Central Suma- 
tra. and the only known people who 
combine cannibalism with civilisation 
enough for a written alphabetical 
language, arj very skillful in its use. 
They obtain it from two sources — one 
the upas tree and tbe other an allied 
species called the "ringus.” The ’juice 
of this latter is most virulent, and 
burns the skin like boiling oiL I have 
many a time seen coolies brought In 
howling dismally, with heads and faces 
swollen to pantomimic s:za from hav- 
ing incautiously struck an axe into the 
•Tingus.” The only way to attack it 
it for the woodman to give themselves 
a thorough coating of grease, and 
even then the risk to the eyes is so 
great that it is generally allowed to 
stand. 

This tree probably gave rise to the 
fables about the upns (‘Upas” is Java- 
nese for poison of any kii.d). The upas 
poison, however, requires to be used 
quite fresh, as a few hours’ exposure 
to the air converts it to a crumbly 
black rosin, quite harmless. Another 
poison is obtained from a species of 
vine-bearing clusters of bright fruit, 
the size of a cricket ball, containing a 
number of seeds in an intensely bitter 
pulp. The effects of this are very 
rapid. I have seen the Balak creep 
up. sumpitan in hand, to where a 
troop of gibbons were yelling their 
noisy chorus front a lofty tree-top, and 
scarcely half a minute elapsed between 
the dispatch of the missive and the 
crashing fall of the struck ape. Even 
the gigantic and formidable species of 
the ourang-outang. which haunts the 
forests of the east coast, falls para- 
lyzed by two or three of these tiny 
darts. 

One of the most famous poisons of 
Java is obtained front the bamboo. 
The young shoots of th e cane, when 
they first appear, are covered with fine 
brownish hair; this, ttuder a powerful 
microscope, appears as bayonet-like 
spikes of silex, infinitely sharp, and I 
think hollow, though I could not be 
quite sure. This hair, administered 
daily in small quantities of the food, 
brings on ulceration of the bowels, 
simulating malignant dysentery. The 
action must be of a mechanical rather 
than chemical nature, just as with the 
terrible effect on the eyes of the spores 
of the common puff-bail. It is greatly 
dreaded by the Dutch and all Eu- 
ropeans living iu Java A Dutch offi- 
cial told me that scores of deaths 
among European planters, etc., put 
down to dysentery and diarrhoea were 
really due to the bamboo hair and tbe 
jealousy of the native women. — En- 
glish Meehan e. 



FULL OF FUN. 

— n d i.li Ihj little b.isy boom Im- 

prove each shining minute, and seek 
to prove to every one that there is 
something in it — Baltimore American. 

— Why is the bridegroom more ex- 
pensive than the bride? The bride is 
always given away, while the bride- 
groom is often sold. 

— The man who doesn't know 
“what’s in a name” had better go and 
forge one— then he’ll find out mighty 
quick . — Charlestown Enterprise. 

— Why don’t a mi of the young 
folks get married? * We could write up 
the affair in fine style, and then we 
could tell you how we enjoyed the 
nice piece of cake you sent us — tree- 
stone (Tex.) Newt. 

— Mother — “Why nro you crying, 
Fanny?” Fanny — “Tommy — boohoo 
— hit me as hard as he could with that 
big stick. Tommy, hit me again so 
ma can see how you did it — boohoo!” 

— Terras Siftings. 

—Spriggs — “llow much older Is 
your sister than von, Johnny?” Johnny 

— "I diiniio. Maud tutor be twenty- 
five years, then she was twenty, and 
now she aint only eighteen. I guess 
we’ll soon bo twins.” — Fanners' 
Home. 

— Tlie hungry ntan in a restaurant 
will avoid the pretty waiter girl if he 
is wise. The homely girl won’t ex- 
pect so much admiration, and she will 
bring his dinner quicker by thirty- 
eight degrees. — Journal of Education. 

— American Guest — “My gracious! 
what’s that under tin sofa? See, there 
it goes under . thi piano.” Gorman 
Host — “Ach. mein Gotl! dot vos only 
der cheese I b.mg'it to day. He’s a 
lcetle playful!” — Town Topics. 

— A consoling thought — 

When cigarettes thotr vapors blow 
In people's throats and choke them. 

It is some oom'ort slight to know. 

They kill the dudrs that smoke them. 

— Washington Critic. 

— When a certain Springfield man 
was taken sick tlie other day a young 
physician was promptly called, and 
when a few days later the family dog 
fell ill ait old doctor, a man of large 
experience, was hastily summoned to 
attend the sufferer . — Springfield Home- 
stead. 

— Affectionate Wife (to her fault 
finding husband) — “John, dear, would 
you like to bo cremated when you 
die?” Husband — “Who talks about 
dying! But I'll be calm. Euphemia 
and say: No cremation lor me. Put 
me on ice. I've had and always shall 
have a hot enough time of it while 
alive.” — X E Ledger. 

— A clergyman, who was very zeal- 
ous in his ministerial work, in walking 
along a lonely road overtook a 
pedestrian, and after a few moments 
asked him, in a solemn tone: “Are 

you prepare 1 to die, sir?” The man, 
supposing that he had been overtaken 
by a highwayman, who was about to 
kill him, shouted murder, and fled at 
the top of his speed. — -V. T. Ledger. 

— In contributing a poem, a corre- 
spondent writes: “Messrs. Editors — I 

enclose, with hesi'atiou, a vacation 
recreation; in expectation of examina- 
tion for acceptation or condemnation, 
according to your approbation, or de- 
testation in your vocation to the educa- 
tion and consolation of tbe congrega- 
tion of yonr pub'ication. With obli- 
gation, nnd not irration-ally,” etc. — 
H. Y. Observer. 

— Indian Chief — “Big Injun heap 
peaceful now; no buffalo meat.” 
Omah i man — “You mean that tlie 
buffalo are all gone, nnd if you leave 
your reservations you will be without 
food?” "White man speak truth.” 
“Why don’t you take possession of a 
Western town and break into the 
hotels nnd restaurants?” “Big Injun 
heap careful of his stomach .” — Omaha 
World. 



N KVVSI-A PEK PL’RI KICATION 

Com mere i.-il-Uuzettc. 

America u journalism has had a re- 
freshing self-purification aud self ex- 
ultation by the universal newspaper 
condemnation of the Minneapolis 
Tribune for printing mat Mrs. Cleve- 
land married for tbe While House po- 
sition. Let a peg^he driven to keep 
this hoist from slipping back. But is 
tlie tact that the morals aud manners 
of American newspapers forbid, as the 
editor of the Tribune says iu bis apol- 
ogy, remark ou any woman that is 
“not complimentary ?’ 

• * 



LiuAX Printing Co. 

PRICK PER Y EAR. $1,50. 

FRENCH TIPTON, | Ed[tors . 

\V<*. G. " HITE, S 



SPMF V1\ A loA ,n th* 8 week and see the limitless assortment of Lacies’ and Misses’ Wraps t hat are 

being sold at ROCK BOTTOM CASH PRICES. 

/p^/PVTV /f 1_t'^ in this week and get our prices on Men’s and Bovs* Suits and Overcoats before von 
buy elsewhere. We are the LOWEST PRICE I> HOUSE IN TOWN, 
in this week and feast your eyes on the bewitching array of Toboggans. Scarfs, 
.EL) Shawls, Hosiery, and various other things that are being sold daily to our customers, 
in this week and participate in the novelty of buying a pair of Shoes that for 
\JJ JiY Ji, .ELfl cheapness in price can not be excelled, and every piir gives comfort from the start. 
JPT;/^V A /T THf*) in this week and see for yourself how effectually SQUARE DEALING (on the 
square) CROWDS OUR STORE. 

IV /T Tt 1 : in and we will show you the largest and best assorted stock of goods in Richmond. 

X^XJykyl jLf They are all NEW and FRES11. 

We carry every thing, and our prices are the very lowest for cash down. 



* roiVissiona 1 Cards. 

, Wilkes Smith, D. D. S 



two doors 
tf 



NO DAItDMSM WANTED. 

Syracu-e Courier. 

It is to the credit of the people of 
tliis State that Fred Omul's candidacy 
fell fill — failed Utterly to awaken 
the enthusiasm which the Republican 
managers anticipated. Tlie people, iu 
tlie language of tbe Ciiieago hotel clerk, 
to diaries Frauds, “Don’t go very 
heavy on Daddy ism." The idea of 
running a man mi tlie strength of his 
lather’* name, regardless of auy merits 
of bis owe, is linn American. It is 
r* |>ul-i ve _lo tlie geniotia of our in- 
etniii ion-, miiiigoiii-iic to the spirit of 
llie Declaration of Independence. It 
met with an emphatic rebuke at the 
hands of the people. 



c. MORGAN, D. D. S 



OFFH’E: Mam street, over Modi 
National Bank, Richmond, Ky. 



Thousands of dollars worth of 
chickens die every year from Chol- 
era. It is more fatal to chickens than 
all other diseases combined. But the 
discovery of a remedy that positively 
cures it has been made, and to be con- 
vinced of its efficacy only requires a 
trial. A 50-cents bottle is enough for 
one- hundred chickens. It is guar- 
anteed. If, after using two-thirds of 
a bottle, the buyer is not thoroughly 
satisfied with it as a cure for Chicken 
Cholera, return it to the undersigned 
and your money will be refunded. 

STOCKTON A WILLIS, 
aug 24 ly. 



Jun22tf. 



Proprietors “Busy Bee” Cash Store 



OFFICE * SfHHiitil i»(rm, ov«*r M«mi- 
I>. m: Store jtnn lLM^ 

G W. EVANS, M D., 

’itYSKT AN AND SURGEON 
<ie KIl'E: t-ceom* street, over D. P. 
w.lo -t,n. jum-tf 

DR T. J. TAYLOR, 

'rad i: idler in Medicine and Surgery, 
RICHMOND. KY. 

OFFICE' Second at reel, over Dvke-’ 

S nicer * Si •■re. juiw-22' 



All Subscriptions NEW GROCERY 

I DBE ™ E ELLIS & HIGGINS. 



NEWS PARAGRAPHS 



News from Portsmouth, Ohio, tells 
of the death there of Mrs. Sarah W. 
Gowdy, aged eighty years, who was 
present at tlie birth of Gen. Uraut, and 
was his nurse in iufiiney. 

A rather seusatioual runaway mar- 
riage took plaee at the Giluher Hotel, 
tills city, Tuesday, the contracting 
parties being Mr. Clitl Green, son of 
Snerill Green, of Washington county, 
and M iss Minnie Terhuue, of thi* 
county. Miss Terhuue was engaged 
to lie inniried to another gentleman 
next Tuesday. Dr. E. M. Green offlei 
ated. — Danville Advocate. 

Edward Hoag, of Denver, Col , who 
was visiting tiis allianced at Uwenslioro 
has been mysteriously missing since 
la.-t Saturday, and his triends fear that 
lie lias been murdered. No trace of 
him can be found in the city, aud it is 
certain that lie left 011 one of the trains 
He was well supplied with money, 
having with him, in additiou to itis 
ready cash, a draft lor $451). 

At Kansas City tlie theatre was at- 
tempted to lie completed in — days for 
Booth and Barrett’s performance, but 
was not. Colonel Warder hired a lot 
of threshing machines and attached 
tbe boiler-pipes to steam healing pipes 
and pumped steam into tlie roofless 
theatre. Tlie tragedians Imd to play 
In Hie house, because of a guaranty of 
$18,000 for tlie week. Enough seats 
were sold lo cover it. 

The assessed valuation of property 
in Denver for 18S7, according to tt e 
abstract of the assessment published 
recently. Is $35,414, 545. Deuver is 
only 30 years old aud started with 
notliiug except wbat tlie pioneers 
bi ought with them in their wagons. 
Tlie increase iu value has been over a 
million dollars per year. The popula- 
tion iu Deuver is about 80,000. Tak- 
ing tins as a basis, we find that if the 
wealth of tlie city were divided equal" 
ly among all tlie inhabitants, each 
man, woman and child would have 
$442 08. 

One of tlie most patiietic incidents of 
the Exeter tiieat re fire was tiic rescue 
of a woman, who was carried out of the 
furnace of flame upon tlie back of a 
brave man. He was witli his wife at 
the play wlieu tlie fire broke out and 
succeeded iu dragging her part way to 
tlie door, where she fell. There was an 
instant of despair aud bewilderment, 
and then he snatched a cowering form 
from tlie floor iu| tlie deuse crowd and 
struggled through tlie smoke and dark- 
ness to reacli tlie street with a shriek- 
ing woman on his back. At last lie 
was out of dauger and breathlessly 
Alas ! it was not 



THE STAR’S VltTOKY. 

Albany Press anil Knickerbocker. 

S“ far as tlie lie w-pa|iers are concern- 
ed tlie election of Colonel Fellows and 
defeat of Mr Nic-dl was most crushing 
lo tlie World The Star, very justly, 
is jubilant. It did great work for its 
party during tiie campaign. It never 
faltered, but returned blow for blow 
Mud defended its candidate. Colonel 
Fellows, wlieu defense seemed utterly 
hopeless. We venture to say 110 can- 
didate lor public office was ever a-sail- 
ed more meicilessly than was Colonel 
Fellows, and yet tlie .Star, with the 
aid of the Sun and Herald, against all 
the oilier leading newpapers of tlie 
metropolis, carried him through the 
pitiless stortu of aspersion to victory. 



Announce to the public, and especially to that large class who buy 
groceries, that they have opened a fresh lot of 



STAPLE & FANCY GROCERIES 



LOUISVILLE. KY 



Queens ware. Glassware, Wooden w re, 

TOBACCOS, CIO ABS, 

And other articles kepi in a complete grocery house, at their New 
Store, on Main Street, nearly opposite I'igg’s livery stable. 

Ellis & Higgins is not a new firm, but has been in existence lor 
nearly twenty years. They invite all their old friends, and a good 
share of other people, to call and see them. 

New Goods fresh front the cities. New House and New l'rires. 
They have returned to Richmond to sell goods, and mean to -ell 
them. They know how to buy and Ik w to sell, and what the people 
want. CALL AND SEE THEM. attglO 1 vr 



Up Stair*. 



Which ceased to ex- 
ist last June, should 
at once be paid 



The Largest and Finest Hotel 
in the city, 

Rates, $2.50 to $4 Per Day, 

According to rooms. 

Turkish and Russian Baths in 
Hotel. 

oci28 ly. 



plt'CL-W 

dr. PHIL ROBERTS 

OtVr* In- pmfnwioaal service* l» the 

Office same a* Bennetl’a law nffiiv, 
,1*^- ..ver Herndon’* drug More, 
• truer of Main and Second street*, 
l, elm Ky. _ July 27 -ly. 

DR. U C. AMBROSE, 

X’Xi'S'SXC: IA.1T 
FORD, KY. 

Office hour* 2 to 4 o’clock in tlie af- 
II .ard.-ai Mr. J. C. Lackey *. 



ASK FOR THE 
G. L. P. C. Remedy 



1)K. MCCOSH’S It KSIO NATION. 

New York Herald. 

The resignation of Dr. McCo-h was 
no surprise lo his friend* or to tiie trus- 
tees of Princeton University. It lia- 
beeu known for some lime tliat lie lias 
been desirous of retiring from active 
w ork, ow iug to Ilia age, altliough to an 
outsider be doe* not seem lo have lost 
auy of Hie force aud eneigy that have 
made him famous. Dr. McL'oah may 
well be contented with tlie result of 
liia twenty y eat s’ work at Princeton. 
He bus been to that institution wlmt 
Woolsey was to Yale aud Eliot is to 
Jiarvaid. Wbeu lie took charge of 
tlie college it bud 204 students aud 
proft-ttsol* and tutors. Now there are 
603 young men pursuing their studies 
withiu its walls under forty Instruc- 
tors. The building, tbe grounds, tlie 
scientific apparatus needed,. aud every- 
thing appei laining to an institution 
of learning have increased iu tlie same 
proportion. 

• • 



QUEEN AUD CRESCENT ROUTE 

Heads.) 



\Y. T. SEXSMITlI, M. D., 

llYSlUl AN AND SURGEON, 
WHITE HALL. KY, 

tier- his professional services to the 

ublic a “g '7 lv r 

DR. T. J. FAIN. 

UNION CITY, KY. 

professional services to 



(Cincinnati Southern and Asscoia 



flJ^^Lookat the 
date on the margin 
of your Climax, just 
after your name ; 
that is the date to 
which you are paid. 
If you owe any thing 
on the Herald, please 
call and pay it, or 
send it to us, as the 
Herald business must 
be settled. You have 
had four months in 
which to pay a dol- 
lar or two, and we 
are sure you do not 
want any more time. 

THE 



QUICK E8T, MOST DIRECT, AND FA VO R I E LINE TO 

New Orleans, Florida, Birmingham, Chattanooga 
Texas, Meridian, Vicksburg, and all the 



Otlcr* 
lie public. 

Office at Jn* Gentry 



CUTHERSON & LEY, 

LEXINGTON, KY. 

STOCKTON & WILLIS, 

Agents For Mndison County. 



Hardin W Bright A. M., M. D. 

PHYSICIAN and SURGEON, 

RICHMOND, KY. 

OFFICE: Second street, over Madi 
MU County Drug Store. 

I want it distinctly understood that I 
tin the only one in Richmond that un- 
derstand* tlie thorough u*e of tlie 
Micro-cope and Chemistry as applied 
to examination* of tissue* and fluid* 
of the human tsoly. I only mention 
||i (or honest protection. My signa- 
ture will be attached to each examina- 
Uod. SSmebly 



TIIE SOUTHERN K0UTE TO THE PACIFIC COAST 



from Cincinnati ami Lexington with 
Sleeping and Buffet Cars to nearly all of 



Morning and Night Trains 

t be Important Lilies of theSonlli without rliunge. 



Only Line TWKN 
Special Notice 



W E WISH TO ANNOUNCE TO 
the trade, tliat we have a large 
and well selected line of 



V, Traveler* have a t hots* of two kind- of sleeping « :• r on 
special AOIiee.— lit'KKN' AND! KEm KNT RoUTE-Maun- Elegant Bou- 
doir Buffet Car lti«t Pullmau’s Finest Palace Buffet Mteeper. State Room Pattern. 

Nearly All tlie Leading Railroads 

Grand Central Union IVpol in Cincinnati; pass* users holding ticket- via this line me 
therefore saved I riinsfer across tlie City, and are as-ured a journey attended with speed, 
comfort and ceiiveutence. 

the Picturesque Line of the 
Southern States. 



WHEN TRAIN TAKES A REST. 

Chicago Herald. 

George Francis Traiu is about the 
queeiest mortal that ever lived. It 
is more than likely tliat he is right 
when he says lie isn’t mad. George 
Francis some limes sit* down with a 
friend and talks about himself aud his 
carrying on a- raticually us au actor 
talks about his own performuuce ou 
tlie stage, aud witli u good deal of tiie 
same stud}' of method and of the effect 
upon tbe audieuce. At such time* 
Tratu forgets all about .Pyxdio and hi- 
vow never to talk to a man, aud gives 
one the impies-iou tliat lie is a very 
actor taking a brief re-t from tlie role 
lie lias chosen to |>lay as a life job. 
When, at Mich limes, lie droji- Psycho, 
aud iu *0 far as (><• 
i- as shrewd and entertaining conver- 
sationalist a* one would care to spend 
au idle hour with — a man of brains, 
keen perception-, marvelous aseimi- I 
bit ion of tacts, phenomenal memory I 
ami epigramatic expressions— just such 1 
a man a* Phil Armour delight* iu. 

• • 



PARRISH & TURNER, 

Attorneys At Law, 

RICHMOND, KY. 
ipeciai attention given to almtraetiug 
itle* to laud* iu Eastern Kentucky. 

Office in Climax building, 8. E. 
‘i.rner Main and 8ecoiid Streets, up 
lairs. june 27 tf 



Nearly All the Leading Railroads 



A Remarkable Boom. 



Travel via Queen and Crescent, 

General Office*. St. Paul Building, West Fourth St . ( In 
BNC.UAULT, H.i.'OLl.BI' 

General Manager. 

K. CAR KOI. I a R. X. R' 

General Superintendent. [Jne22tfj A- 



“The horrid brute!” ejaculated 
Mrs. 81 iffncck as she threw the paper 
to (he floor. 

“What’s the matter, my dear?” 
asked the wondering husband. 

"The matter? Why I see by , that 
psper that an Ohio man sold his wife 
for six hundred dollars.” 

“Well, I swan,” r< p'led the hus- 
band with great surprise, “they must 
be having a pretty wild boom In 
Obi ” 

But before he eoul l finish his sen- 
tence the battle had commenced and 
he was right in the thick of the tight. 
— Bismarck Tribune. 



Snakes in a Stage Coach. 

Among the freight by the Golden- 
dale stage a few days since were two 
rattlesnakes boxed up. Daring the 
journey otio of them got loose, and 
qnictly took a position between the 
legs of a passenger. How long ho had 
occupied this placo could not be aseer- ■ 
tained. but on realizing bis predica- 
ment, the man called hurriedly to the 
driver to stop, and literally foil out of 
the stage. His fellow passenger asked 
what w as the matter, nnd the only 
answer received was “Snakes!” 
Thinking it was aba l case of “jim- 
jams,” he paid no further attention to 
the matter until he cast his eyes and 
saw his snakesliip between bis feet. 
Giving a yell, he made one bound and 
struck tlie ground about twenty feet 
from the s' age. The snake was se- 
cured and placed in the box, but the 
two passengers have not got over the 
effects of the nervous skock yet. — 
Oregonian. 

She Was Excusable. 

“Have you any — any strawberries?” 
she asked as she suddenly entered a 
hardware store. 

“Not to-day, madam, sorry to say,” 
courteously replied the proprietor. 

“Great Scots! but is the woman 
crazy!” exclaimed a customer as she 
went slowly out 

“No. s'.r. not a bit of it,” said tbe 
proprietor. “She was down town 
without her husband knowing iL She 
saw him on the street and dodged in 
here to escape meeting him. She was 
quite confused, and she asked for 
strawberries. Happens three or four 
times a week, sir, and the poor things 
are quite excusable .” — Detroit Free 
Press. 

- - • * 

Rapid T ransit. 

A man came to the house of a prom- 
inent New York gentleman, who was 
renowned for not paying his debts, 
and, knocking at the door, asked the 
boy who appeared if his father was in. 

“No. sir; he has left town, to be 
gone a month. He is iu Chicago right 
now.” 

“I am s« rry, for I wanted lo pay a 
little bill I was owing him.” 

••O. you want to pay him money, do 
you?” 

* “Yes, certainly. Here it is.” 

“Weil, then. I’ll run in and ask hint 
if he hasn’t got back.” 

The man had got back from Chica- 
go, but the visitor, who was a deputy 
sheriff, served a citation ou him for 
bouse rent. — Texas Siftings. 



E. T. BURNAM, 

Attorney at Law 

RICHMOND, KENTUCKY. 

OFFICE with <\ F. A A. IL ’<ut 
naiu, on First Htreet. june 22 It 



Shackelford, Gentry & Co 



I tc., ill which you cau And the 



Have bought the stock of goods and rented the store-house of Vi . C. Peyton, opposite their old stand 

Main street, and 



lowered his burden 

Ilia wife. Iu the confusion and dark- 
■silil* himself, train j nes8 | le |, a) j rescued a stranger and left 
iti- wife to be trampled to death in the 
j lobbies of the theatre. 

Dick Denham and Sam Anderson, 
lieing thirsty without funds, in Louis- 
ville, ca-t their wits about them for 
means to get a drink. Espying a new 
basket bunging a* a sign in front of a 
grocery and bar-room, they captured 
it, and, going iuside, otdered the 
drinks. They then wanted to pawn 
tlie tiasket for pay. This the grocery- 
man would not have, so they picked 
up tlie basket and left, having secured 
both drinks aud basket. The charge of 
petty larceny against Denham would 
not hold, but lie had been implicated 
iu sucli disreputable exploits before, 
and a fine of $20 against eacli of them 
for disorderly conduct, it was thought, 
would not come much atni.-s, and »a- 
assessed accordingly. 

The directors ot tlie Woodland Park 
Compauy are negotiating a sale of tl e 
Park to tiie Kentucky Chautauqua at 
$25,000. Under the proposed anauge- 
ment* all of tlie sti>ckliolders will par- 
ticipate in tlie proceeds of tlie sale, 
which it is estimated will be about 
eighty per cent on t'ne par value of the 
stuck, or $40 per share. The action of 
the Board, in this matter is highly com- 
mended aud will give entire satisfac- 
tion to all patties interested. On yes- 
terday a committee of the Chautauqua 
Association were soliciting releases 
from the small stockholders, and al- 
ready quite a number of persons have 
signed a paper exchanging their Wood- 
laud Park stock for stock iu the Chau- 
tauqua. We hope tliat all will do *0, 
us the Chautauqua enterprise is one of 
the most commendable tliat has ever 
asked assistance from our people. It 
is one of the best educational systems 
that lias ever been organized. — Lexing- 
ton Pres*. 



J. A. SULLIVAN, 

Attorney at Law, 

RICHMOND. KENTUCKY. 
OFFICE oil First street, same as 
formerly occupied b.v County Judge 
Miller. oetfl- !>’• 



LATEST STYLE8, 

AND THE LOWEST PRICES, 



American Beet Sugar. 



They have added new and fresh goods, and now have a complete stock of 

All Kinds of HARDWARE, STOVES and TINWARE, 
Blacksmith’s and Wagon Maker’s Supplies. 

Roofing, Guttering, and all kinds of Tin and Sheet Iron 
Work Done in the most Workmanlike Manner. 

NONE BUT THE BEST OF WORKMEN EMPLOYED. 

-ALL WORK WARRANTED. 

Farming Implements Known To The Trade. 

CALL AND EXAMINE OUR STOCK BEFORE BUYING. Ma- 



in 1816 tbe total consnraptiou 01 
sugar ot all kinds in the United 
States was 1.383,125 tons, of which 
only one-tenth was prodneed in this 
country. It is well known that the 
cultivation of beet sugar has been 
very profitable in Germany. France 
and Anstria. and In other European 
countries whore high bounties have 
been paid by tho Government. We 
have always hail greater ' faith in the 
growing of beet-root sugar in this 
country than in'' extracting 
the saccharine matter fro n sorghnm 
or cornstalks. Now we are 
pleased to hear that Mr. Claus Spreck- 
eLs, tho great sugar refiner in Cali- 
fornia, is contemplating the expori- 
meut of growiug beet-root sugar in 
this country in one of the central 
Western S’atcs. The outcome of 
these experiments will ba closely 
watched, because it is becoming ap- 
parent that our farmers should devote 
their attention to some other business 
than cutting each others’ throats by 
selling wheat at low prices. If beet- 
root sugar can be made to pay, tho 
field is a large one for American en- 
terprise and industry. —Boston BudgeL 



We do not Intend to be UNDERSOLD, 
and to our customers, we say, we will 
give you full value for every dollar in- 
vested with u-, and we urge you to 
give us an early call. 



T. J. SCOTT, 

Attorney at Law 

RICHMOND, KY. 

Office on Second Htreet. jur.e 22 tf 



C. S. POWELL, 

Attorney at Law 

RICHMOND, KY. 

Office on Second Street, j.me 22 tf 



HAVE OPENED A NEW 



Attorney at Law, 

Will practice in Madison and adjoining 
counties aud in the Court of Apfieal*. 

Office in Master Commissioner’s 
office, over Circuit Clerk’* office, 
june 22 tf 



WE SELL A FULL 
LINE OF 

Ttte Best 



Hardware Store 



on West Main Street. They carry 
a general line of 

Hardware, 

Tinware, 

Stoves, and 

Groceries. 

They have tlie newest and best goods, 
and will sell for CASH at the lowest 
prices. 

Mr. Smith in a practical tinner of 
several years’ experience, and he •IT 
do all kinds of tin work, roofing aud 
repairing iu tlie beet style at lowest 
rates. june22-tf. 



E. W. WIGGINS 



GRASS AND FIELD 



Largest and most complete stock in 
etitral Kentucky. Our motto : Best 
t»«l« and I»«est con-istent Price*. 

P. CARROLL, 

/ and 79 W. Main St.. Lexingtou, Ky. 

dec.22.lyr. 



Animats and Earthqjrkes. 

Pi nt Milne, ope of the Seo’.c^t coterie 
of students established in Japan, where 
they devote themselves to the study of 
earthquake* gives some interesting 
particulars in the report of the Seis- 
mological Society of Japan regarding 
the effects of earthquakes on lower an- 
imals. He quotes the case of potties 
rising in terror and prancing about tbe 
stall thirty seconds before tbe shock 
was felt. He refers also to birds hid- 
ing their heads beneath their wings, to 
pheasants screaming and to frogs ceas- 
ing to croak before the trembling is 
felt. Geese, dogs and other animals 
have been known to behave in a strange 
manner several honra, or even days, 
before an earlhq take . — Eewoaslle 
Chronicle. " 

Syrtp ef Figs 

Is Nature’s owu true laxative. It is 
tlie most easily taken, and the moet 
effective remedy known to Cleanse file 
System when Bilious or Costive ; to 
dis|iel Headaches, Colds and Fevers ; 
to cure Habitual Constipation, Indiges- 
tion, Piles, eta Manufactured .only 
by tlie California Fig Syrup Company, 
San Francisco, Cal — Sold by Stockton 
A Willis. l$ao. ly 



WIGGINS & BRECK 



AND 



Attention, Contractors! 

WE KEEP THE LARGEST AND BEST SELECTED STOCK OF 

Builders 9 Hardware and Building Material 

[ A, • 

Kept in the county, and will furnish from the smallest Cottage to the finest Mansion, at city pricks. 
We are also prepared to do ROOFING , and will guarantee to give yon tie best and most satisfactory 
job you can get anywhere. We carry a large stock of best brands of ROOFING TIN PLATE, and will 
not delay your work. We also carry a nice line of 

LEXINGTON BELLE COOK STOVES and RANGES, 

Which we warrant for one year, besides a fair line of Tinware, Shelf Hardware. Garden Implement*, 
Farm Wagons, Seed Strippers, Mowers, Twine Binders, Cultivators, Grain Drills, &c. 

wblasting powder and dynamite.^ 

IRON MANTELS AND GRATES. [ junc22tf] FIRE BRICK AND FIRE CLAY. 



J. SPEED SMITH, Agent, 

RICHMOND, KY. 

rents ur exchanges ail kinds of 
Beal Estate 011 reasonable terms, and 
represent* first-class Fire and Life In- 
surance Companies. 



The Bond* issued in payment of sub- 
scription of Madison county to LouiaTilia 
and Nashville Railroad due in February, 
April, July and October, 18S7 and 1888, 
will be paid on maturity at the Madiaon 
National Bank, Richmond, Ky. 
ftf C. D. CHEN AULT, Com. 



Poor Fred Grant excuses himself 
from making speeches by saying: 
“Father couldn’t talk, and 1 can't 
either.” — Louiavttle Democrat. 



«n Interesting Young Man. 

“Are you well acquainted with Mr. 
Rigsby?” 

‘ Q tile well. He i* employed in the 
same office with me." 

“I think he is such au interesting 
young man. Hs is always so nielan- 
iholy. Ho surely must have auffored 
some great disappointment?” 

“Yes. he has.” 

“O, how romantic! How was it?” 

“Why, ho expected a taise of salary 
on the 1st and didn’t get IL”— A'eirss 
ka Stale Journal. 



Office in J. C. Ly lev’s Clothing Store. 
june22-tf. 



DEATH BLOW TO BLAINE. 

Bprlngfleld Republican, 

When the New York Times says tliat 
James G. Blaine, “surrounded by all 
the elegancies of Parisian civilization’’ 
will h°ar of tlie result iu that State 
“with unspeakable disgust,” it touches 
tlie marrow of the situation. Tlie in- 
creased Democratic plurality in the 
pivotal State, as compared with Gov. 
Hill’s yote in 1885, sets the seal of im- 



“I can water stock as well as tlie 
rest of ’em,” says the honest farmer, 
as he carries tlie pail around among 
cattle. — Charleston Enterprise. 



Do you want pure drug* and the best 
brands of tobaccos and cigar*? You 
cau find them at I. J. Brooks 

Junezj-tf 



Now is the. time for fall and winter 
suits. Give me a call, t guarantee satis- 
faction. My work is as good as that of 
any other tailor. 

Shop over Dillingham’ dry goods store. 
Your* Respectfully, 

0CU9 6t, G. SCHAF1I AUSEN. 



Now that Mr. Gould is going to 
Europe, there can be no impropriety 
in urging tlie effete nations of tbe Old 
World to roost bigh. — St. Louis Repub- 
lican. 



Ask your physician to leave 



your 

pteieription at White’s Drug Store. It 
*’ill *<e accurately compounded and 
®ent to your house. u9lf 
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^pi_TT? /~1V T \f A "V “There comes (ireen now." “Don’t 

-* AAJ-i vy xA say any thing to him," said Mosley. 

— Tiiey met on the crossing, ami BalJ- 

FRENCH TIPTON, Ws. G WHITE wil ' " cc, ’ s,ed him 

—■ I otir name is Green ? My name is 

■tmurcn , ~~ Baldwin, and, sir, you owe me an 

W EDNESD AY.NOVEMBER 23, 18S7. s|M>logy." 

- ■ ■ » Green said : “Wiiatfor?” 

, r „ , “For the shameful way you wrote up 

1 IIE CLIMAX lrom HOW until our county and me, 'and I demand au 
January 1, 1889 . for # 1 . 50 . apology.” 

a Green said slowly, eyeing Baldwin : 

Baker Pasha, the famous Enc- . u,er f. lo 

i ? i .. ti- • j j & the bone sale), to attend to business, 

Ilsh fcgA ptiau soldier is dead. and after that I am going tliere (point* 

-• lug to the statue of Breckinridge), and 

1 ellow fever has nearly disap- 1 want no trouble." 

peared from Tampa, Florida. i ^ ,ld *' n * greatly excited. 

_ said : “Sir, I demand au apology, or 

i'u 1 , , , “* _ , I am ready to settle.” 

Ihe Hutch steamer fscholteu Green said : “I have none for you." 
was sunk in the English Channel Moseley said: “Baida in, come; 

Sundav and 132 lives lost. lWt h “ ve * difficulty to-day," pulling 

at his arm. 



1 1 ..... \r . >1 . , , , , Baldwin then said : “You are an In- 

iierr Most, the most red handed rental scoundrel." 



anarchist in New York, has been Green — You may call me what you 

sent to jail for making incendiary “» d express your opinion freely, 

* but I waut no difficulty with you here 

speecnes L ^ _ and now. 

„r it , , Baldwin then repeated life* epi diets 

Forty cars of the Chesapeake A: and became viideut and abusive, and 
no and Southwestern road, provoked Green to strike at him, but 
ided with cotton valued at did uot *'iui, Baldwin dodging the 



Ohio and Southwestern r 
loaded with cotton valued 



ivtn ,,.,,1 „ , , blow and then drawing his pistol, 

* a compress valued w j|i, which he hit Green over the 

at #115,000 were burned at Mem- head. Green then Step|>ed back a few 
phis on Saturday. paces, and the firing from both meu 

‘ a began. Moseley is not sure w hose re- 

VsJuuu , „<• ,1 volver was fi red first, but he says that 

Senator \ orhees says of the Baldwin had all advantages. Undid 

New 1 ork election : “It S glori- not take them, having his revolver 

OUS. glorious. The result of these at Greeu’s forehead threateningly, and 

elections means the continued as- if he were refraining ue- 

, , . cause Green had not drawn his revolv- 

oendencv of the Democratic party cr. Baldwin did not waut to be a mur- 

for the next twenty-five and per- derer. 

haps filtv years,* and it means . Tbi 1 . statement, made by our Sheriff. 
.. r * .. , , is believed 10 be the correct version ot 

the re nomination of Cleveland me deplorable tragedy, ».nd was the 



for the next twenty-five and per- 
haps fifty years, and it means 



and Ills triumphant election. It only outcome of Baldw iu’s boldness aud 
also settles Blaine. lie will not n,st ‘ n,?s8 - 



be a candidate next year, for he is 
shrewd enough to see that no Re- 
publican can be elected-” 

— ♦ 

Stewart, the Wichita. Kansas, 
drug clerk, who was fined #20,800, 
and sentenced to jail for seven- 
teen years for violating the local 
option law, has been released on 
the payment of one hundred dol- 
lars and costs. We said at the 
time that the finding of the 
Court was rediculotts and would 
never be executed ; that friends of 
Stewart on the jury have lixed the 
penalty purposely so severe that 
he would lie pardoned, or that in 



\V. H. Polk, editor of the Lexington 
Drummer, was shot twice in the hand 
while trying to separate the combat- 
ants, and iiis account of the trouble 
agrees antral ant tally with Sheriff' Mose- 
ley’s. 

Baldw in was shot three times — once 
in the shoulder and twice near and 
above the heart. He died within three 
minutes, and uttered only the words, 
“O, my God !’’ Hi» body was takeu 
into tlie Phoenix hotel. 

Green walked into the hotel, sent for 
a surgeon, aud then went to his room. 
He was shot in the abdomen, the bail 
ranging around to the hack where it 
was cut out. 

Baldwin’s funeral occurred at Nieli- 



a moment of blind zeal the Iriends olasville on Fiiday, and it is said that 
ol local option had imposed a three thousand people were preseut. 
penalty beyond t lie limit allowed He was a wonderfully |>opiilar man, 
bv the offense. It now transpires and numbers of friends from adjoiniug 
that the Attorney -General agreed counties were preseut. 
with Stewart that he should go Lewis D. Baldwin was born in Clark 
tree with the payment of a linn- county thirty-seven years ugo, and re- 
few days in moved to Nicholasville when about 21 



dred dollars and a few days in 
jail, if he would allow the enor- 
mous verdict to go against him as 
a wanting to othe violators. A 



years old. He was a merchant for a 
time, but subsequently was clerk of 
tlie Circuit Court for teu years. For 



real #500 line with 00 days in jail ; three years lie lias been Deputy Col- 



would have been far more effec- 
tive. 

- ■ -♦ 

BKKCK I \ It I IMiK MUNI MENT. 

The handsome monument erec- 
ted bv the Slate of Kent tick v to 



lector of Internal Revenue, aud in 
the prosecution of his business lias 
made numerous tri(w to Richinoud. 
He married a Miss Brouaugli, and 
leaves a wife and six children. Oue 
sister is tlie wife of Senator Rodney 



v ihv iiviiiuvn 1 .. . « way. , , . , 

4 , x* i i d 1 * i Haggard, of Winchester. H« father 

the memory of John C. Breckiu I4 . . .... 

. .. was \\ llham Baldwin, a brave lollow- 



ridge. at a cost of #10.000. was 
unvailed at Lexington on last 
Wednesday. .Senator Blackburn 
delivered the address. The mon- 
ument stands on Clieapside. and 
is seen mounted with a heroic 



er of John Morgan, wbo was killer! iu 
battle at Green River Bridge while 
walking arm in arm witli Kx-County 
Clerk James Tevis, of Richmond. 

Wiihum Raid win, fattier of deceased, 



is seen mounted with a heroic came from Lexington to Richmoud 
statlie that taitilfully represents forty years ago in tlie empty of Pat 
the distinguished Kentuckian. | Doyle, a grocer who did business in 

• the little while store next the old 

hi Nil.W KIKES. Francis Imuse bn First street. Several 

Sunday was most destructive in years later Doyle sent William Raid- 
t he wav of tires. Barnum’s men- j win and his brother Julm Baldwin to 



agerie WH6 burned. Ijoss. #700,000; the mouth of dear Creek, on Muddy 
insurance. #100.000. William War- ; Creek at old Friendship church, with 
field's magnificent residence near « stock of groceries, and they named 
Lexington, with several costly oil 'lie place Doylesville. William mar- 
paintings and other contents de- 1 riwl H daughter of Lewis Eads, who 
•I roved. Loss, #17,000. Elkton.l w “ murdered in the winter of 1882 by 



Ky., lost three hotels and a bank. 
Loss. #25 .000. The entire town 
of Granby. Mo., was swept away. 



his slaves, one of whom, Claibe, was 
hanged in Richmond in the summer 
oflS(>3, and ua- tlie last person hanged 



Galveston, Texas, lost $58,000 in , cou, ">' by due pmoem of 

cotton. Pulaski and Wayne conn " 

.. 1 1 *» -» -a * * 1 A bitter of Mrs. William Baldwin 



cotton. Pulaski and Wavne coun- 
ties liad 90 mior nL*®s of wood .un „ 

. , 1 , ,, whs tlie mother of Mrs. J. H. Powell, 

on lire. Other and stualler tires , , , . . 

of Richmond. A brother inarued a 

too IcdlOUS to eniiniC’r.iU- • dangliterof Samuel Shearer, 8r., and 

....... j one or two other brothers live near 

THE BALDWIN— fciUEEN Tilt *tl ^.y^ville. Sam Baldwin, who lives 

1 near Red House, is an uucle, and John 
The disastrous meeting at I**. 1 "** | s. Baldwin, who lives near Richmond, 
ton. on last Wednesday, between Lo' » jg a of L D Hal(Uiu . 

D. Baldwin, of Nicholas vIHe, • xliomaa M. Green is one of tlie best 

Thomas M. Green, of Maysvilie, was j k |M>wn uewt>|MI|)er luen Kentucky, 
not unex, acted. Nevertheless the ^ b a learlewl writer alllJ „ |e mo8t 

tragedy has cieated a more prof. „t man in the State to combat 

sensation than any occurrence of the | controversy. He made 

kind that has befallen Kentucky since . ld bi „ er WHr on Ex-Chief 

the killing of young Henry Clay In ; ^ charging mutilation of 

Louisville. records sod "ther things. He lias 

The trouble grew out of tlie August , -„ r in inuunt,,; 

... , 1, . . . , tieeu a holy let. "T to the ignominious 

blxid urn ta 1 1 la 1 1 ! 1 »• 111 I oaau tii 1 • 1 as nmiuf v I * 



THE BALOM IN— hUEEN TEA ,; KI»V. 



sensaliou than any occurrence of the 1 
kind that has befallen Kentucky sinee 



1 • jit dUMirr » aswa V w r. 

is vine. records sod "ther things. He has 

Tlie trouble grew out of tlie August -„r tt>u 

. tieeu a IiMj 161. ,r ignominious 

eitfcdoo muddle m Je^Miniue county. * ^ .. 

.tv . , . Stephen G. Burbi >dge ever since the 

1 here were two Democratic candidates severe things to 

lor the Legi-lature— Hon. X. D. M lies, * “ r Preaidem of 



I war. He had some »vere things to 

. . a u say of Dr. Pratt, ihei. President of 

llie former member, and Hon. 3 , ... 

William T. Jones, formerly a resident C * l<,ral 1 " ver *“f' " k Dr 

of Madison canty. The contest w M correctly did ..ot “jer.-k Dr. 

heated aud tlie result a muddle. Elec- Breck - ,he ( honcellor. He is 9 
tkm day involved Baldwin in a iu of Dr b G Barbour and wo -f 
difficulty, as he was a leading ‘“ 8 d ‘“*K"“-.s visited R.chmond, last 

Jones supporter. Tlie poll-booke of du,,e ' 

two precincts were stolen, and intense I . ixc-dadv MOXCC 

feeling resulted. Indictments were | ^ ‘ tKAKY 1MU 1 to. 

found against several parties, including 

Baldwin, charging various tilings. Robert Louis Stephenson's remark- 

Thoiuas M. Gieen, staff corres|*ond- | “ble ballad of “Ticouderoga,” winch 
ent of the Cincinnati Commercial Ua- j appear in tlie l liristmas Scribner’s 
zette, visited Xicbolasville, and wrote w *h 1** splendidly illustrated from 
up the already much mixed matters, [ drawings by two of Ihe authors friends 
in which letter he was particularly se- — William Hole, A. R. S. A. aud Will 



Baldwin. The letter 



H. Low, the American artist aud illus- 



answered by Baldwin, and iu uo mild trator of “Lamia,’ to whom Mr. Stev- 
nianuer. This led brother letters by enson recently inscribed two poeuw. 

Green and the two men, personally 

unknown to each oilier, became ene- American Magazine. 

n, * e ** Within recent weeks an amusing 

Their first meeting was in Lexiug- s ( or y j ja8 g one dj e rounds of tlie press, 
ton, on last Wednesday, about 11 to tt)e e fl ec t that 'I he American Mag- 
o clock, aud resulted iu the almost j z j ue waM to be conducted (or the ben- 
instant death of Baldwin, and Hie e jj, 0 f j( 8 coutributois, wlio would re- 
dangerous wounding of Green. Bald- wjve g , (M;k j n payment for their liter- 
wlu acted unwisely, and is believed by ary work Tlte ,, arB grapli lias calltsl 
Ids friends to have thrown his life f, >r ^j, m nch pity f'»r the editor of a 
away. It is difficult to learu precisely magazine so managed ; wasted tears, 
what transpired. The streets were the story never had auy foundation 
filled with people who had assembled a| , d ^ w |' lo ||y untrue. Next to Mt. 
to be present at the ceremonies of uo- Elj|ls jn A | a8kUj Mt. Tacoma is 
veiling tlie Breckinridge monument, „ |e iu Uie Uuite«l Stales, 

aud there is no end hi tlie reports in {(8 a _ oent very difficult, and the 
circulation. But the fullest, and one ia ext remely wild. An illus- 

which we consider the most accurate, |ra|ed aceolIllt of H climb to tlie Idglt- 
is given by Slieriff Mosley, of Jessa- wt attaillab | e |MI j D t is given by C. I). 
mine county, in a telegram to the En- Hendrickson iu tlie November Amer- 
quirer, and which we liereuudei ( jca|1 Magazine. Olivia Delaplane, In 



to help Ihe needy, and It has kept 

closely to its work. 

The Magazine of American History 

For November is One of tlie brightest 
and most richly illustrated issues Ot 
the year. Oliver Cromwell’s portrait 
appears as its frontispiece, incident to 
the romantic story of the first settle- 
ment of Shelter Island, In 1052. The 
paper is formiug on a multitude of 
hitherto obscure points in early Ameri- 
can history, aud is delightfully diver- 
sified with incidents. Rev. Phillip 
Schaff, D. D , contributes a second pa- 
per on Ihe “Relation of Church And 
State in America,” a continuation of 
his lawyer-like discussiou of govern- 
ment's attitude toward religion. A 
very pleasant written sketch is by 
Walstein Root, on the “Hamilton 
Oneida Academy in 1874,” the gem of 
Hamilton College. The fourth article 
in tltis superb number is a study by 
Chari, s B. Peck of the public life and 
character of “Aaron Burr,” in which 
lie aims to substitute the natural ex- 
planations for tbe acta and misfortunes 
of Iiis extraordinary subject. Tbeu fol- 
lows from G. Brown Goode, of tbe 
8mith9ouiou Institute at' Washington, 
“An Interesting Dialogue in 1874, 
Whitby.” Judge J. Tarbell, of Wash- 
ington, contributes “Horace Greely’s 
Reconstruct ion isls in Mississippi;” and 
T. J. Chapman, A. M., writes an inter, 
estiug paper on the “Religious Move- 
ment iu 1800.” The shorter articles 
are varied and entertaining. Tlie 
number concludes with its carefully 
edited department of Original Docu- 
ments, Miuor Topics, Notes, Queries, 
Replies, (Society, etc., well filled its 
“Historic aud 8ocial -Jottings” illus- 
trated, and a dozen or more ably writ- 
ten book reviews. Prloe, #5.00 a year. 
Published at 743 Broadway, New York 
City. 

Harper’s Magazine 

For November u> a brilliant (conclusion 
to tlie seventy-fifth) volume. . Roth of 
the serials — “Narka,” by Kathleeu 
O’Meara, and “April Hopes,” by W. 
D. Howells — come to a close, with 
the artistic triumph of Narka and tbe 
wedding of Bostou lovers. The last of 
Mrs. Davis’s graphic sketches of Boutb- 
ern life and scenery finds a charming 
subject iu (he Bayou region, where Joe 
Jefteraon lives. By thus ending the 
continued series of novels and articles, 
tlie Magazine prepares for a magnifi- 
cent Holiday Number for December, 
in which every article and story will 
be complete. Tlie frontispiece is an 
| engraving from the exquisite painting 
by F. 8. Church, called “A Fairy 
Tale.” Tus meaning of the picture is 
interpreted by an on anonymous in a 
sonnet of sublime conception. The 
I opening article is upon one of tbe 
charmiug Meccas of Southern Califor- 
nia to which iuvalids resort — Santa 
Barbara. Tlie author, Ed ward Roberts, 
is a resident of that town He depicts 
in narrative from tbe attractions ot the 
“American Nice,” as he calls it. The 
Italian beauties of tlie Santa Barbara 
Valley, aud tlie salubrious qualities of 
climate, springs, and fruits, are enter- 
tainingly set forth. Tlie old Francis- 
can Missiou, hoary with a century’s 
history aud replete with curious as- 
sociations, is one of the important 
features of the paper, and is fuUy illus- 
trated, as are the other picturesque 
subjects. 

PROGRESS OF MANliFACTl RING. 

Tlie following is a summary showing 
tlie progress of tlie manufacturing in- 
dustries of the country, including in- 
corporated companies, buildings, etc., 
as re|K>rted to tlie New York enter- 
prise newspaper for tbe week ending 
November 5. 

Buildings costing over $5,000 each, 
95, $2,686,225; bridges 13, $142,000; 
churches, 54, $951,000; electric light 
companies and new plants, 10, $605,- 
000 ; gas companies, 7, $4,310,000 ; 
manufacturing companies, 101, $10,- 
514,000; mills, factories, etc., 14, 
$538,000 ; mining companies, 15, $12,- 
197,000 ; railroads and extensions, 15, 
$21,810,000 ; water works, 7, $125,000. 

KAIKL0A9S IN MADISON- 

Statement of Assessments in Madi- 
son county and incorporated town^of 
same for 1S87, as returned to Auditor 
by Board of Railroad Commissioner*. 
Kentucky Central Railroad 
Company, main line, Mad- 
ison county, 25.20 miles to 

$16,600. $415,800 V 

Other property, 2,150 $ 417,950. 

Kentucky Central Railroad, 

Richmond Branch, Madi- 
son county, 15.19 miles lo 

$8,000, $121 ,520 

Other property, 1,150 $ 122,670. 

Richmoud, 46 miles to $,800, 

$3,680 r *_ 

Oti.er property, 900 $ 4,508 

Attest:— 

Fayktt Hbwitt, Auditor. 

A Copy — Atleet: — 

Thos. Thorpe, c. m. c. c- 



THIN COLUMN- 



Tlie eugineer of the Thin Column 
ha* grown serious of late feeling sorry 
for thauksgiviug turkeys, perhaps. t 

W. 8. Adams, of (lie Fliqt cteek. 
country, says lie has crawfish out there 
that will work a hole from tbe natu- 
ral-gas well io Richmond to the Ken- 
tucky river by the first of January, if 
you will drop them Into tbe well and 
give them tbe right of way. 

“What is an auroraborealis?” _ 
This is the question we asked a gray- 
haired citizen who resides near Rich- 
mond, aud here is his answer :* 

“ *Tls ruddy d ime shot up from 
nether hell, where the' good angel 
once a season goes, to unbar its gates 

and irivs tlie damned some breath ” 



re-produce. The telegram says: 



Mr. Fawcett's story iu Hie American 



Sheriff George B. Mosely, who ac- Magazine, is at last fairly launched on 
eon) pooled Baldwin to Lexington aud * « York society and be- 

wa- with him when he met Green, the *** *' e » or* «<>«•' 



gives this account of tlie tragedy : 



gins to show some of the qualitica- 



KDENT0N. 

• 

Elisa belli Harris died Friday night 
of an ulcer. 

t 

Mr. John Sewell has gone lo Bama 
county to visit friends. 

Mr. J. M. Burton hss moved to Ills 
nice little college recently built. 

Hog killing hss commenced in 
earnest as a means of saving corn. 

J. N. Broaddus has" just received a 
Dew stock of fall and winter goods. 

We are having a good Sunday- 
school and prayer-meetiug at Salem 
church. 

Brown Broe., of Rochester, New 
York, have delivered the nursery stock 
in good order. 

Jack Whittaker died of pleurisy, at 
seven o’clock Saturday night at bis 
home, aged seventy-five years. 

Mrs. Eliza Reynolds has returned to 
her home in Nicbolasville from a visit 
to friends aud relatives iu this viciu- 

ity- . 

Prof. Jamas 8. Agee, has returned 
home from High Bridge, where be has 
been leaching penmanship and will 
start to Woodford county, next Sat- 
urday, to teach. 

We are having quite a lively lime 
now at ihe mouth of Faint Lick. Mr. 
Arch Stotts is seiiiug “Hoffeld's 
Queen’s Taste Bitters” and tbe boys are 
patrouiziug him liberally. 

Mr. Paul Davis was bitten by a spider 
last Friday uigbt. He bad drank 
about three quarts of old Bourbon 
whisky, aud it took no effect until the 
mad-elone had stuck five times. He 
then got drunk. 

Dast Tuesday night, at a corn shuck- 
ing at the mouth of Paint Lick Creek, 
a man from Jessamine county, Dan 
Wread, struck Jeff Hibbard three 
times with an ear ot corn before Jeff 
knew wbo it was. Wheu he found it 
was Dan Wread, he asked him to stop 
striking _ him. Wrend struck him 
again in the face with an ear of corn 
and Clel I Walker took it up for Wread, 
and his brother, Sam Walker, took up 
for Hibbard and whipped Clell to the 
satisfaction of all present. 

BEREA. 

Mrs. E B. Eason, of Lincoln, made 
a flying visit to Iter pareuts last week 

Mr. J. T. Roberson has built a fine 
commodious barn on the rear of his 
borne lot. 

Mr. Josiali Burdette ia buildiogan 
extensive addition to his home, the 
residence of Morgan Burdette. 

Mrs. Wright, wife of Prof. Wright, 
is still on the sick list, not having re- 
covered sufficiently to sit up at ail. 
Dr. Pigg is her attending physician. 

Tbe Tempetance organization at 
this place held Its aunual meeting Just 
Tuesday evening. After Hie literary 
exercises ar.d address, ths electiou of 
officers for tbe ensuing year occurred. 
Mrs. I>. M. Dodge was elected Presi- 
dent, and Mr. 8. F. Hanson Secretary. 

Thanksgiving will be obderved at 
tlie College Chapel with appropriate 
services, but not after the usual stereo- 
typed pattern. Addresses — historical, 
patriotic and religious— with related 
topics will be given by J. F. Browne, 
L V. Dodge. B. G. Hunting and oth- 
ers. Appropriate Anthems, Quartettes 
ami pieces for congregational singing 
will be prepared by Prof. Wright. 

News from Owingsville says : Never 
before iu tbe history of tobacco raisiug 
in this part of tlie country have prices 
ruled so high or purchasers so eager 
J. J. Smoot lias just sold a lot of 500 
000 pounds at 20 ceDts a pound. The 
$100,000 obtained for Ibis tobacco rep- 
resents Mr. Smoot's profit for tlie year, 
as he had previously sold enough to 
pay all the purchases. 8. B. & H. S. 
Goodpastor have refused 20 cents for 
about 220 hhds. The large prices ob- 
tained have set tlie |>eople nearly wild, 
aud every oue who can gel an acre of 
ground will raise tobacco next year. 



Iu going to Lexington he said : j tjous of a leader. Paul Hamilton 
“Colonel, if you see Green here to-day, H a\ ne, tlie Southern poet, left with 

*■»*• 

his advice. As mood as tiiey arrived a biography. Mr. Thompson does not 
it Lexington W. W. Baldwin, of tititik it is time yet for such a publica- 
Mayeville, saw Col. Lewis D. Baldwin. ; | K „, but contributes all appreciative 

wlut^ycai '.^him'to ‘fix'V^ur *«ch of hi- brother ,-*1 to The 
trouble. 1 have been ' spe« king lo American Magazine tor November. 



Greeu about it. Don’t have any Uifli- 



Lucius Fairchild, recently 



Ciilty,” to which Baldwin bajl assent- ('nmraaiider-ill-cl)ief of the Grand 

& ri’WttSS.’KlS “»>' - "» —aic 

Hotel stable, and Baldwin remained : the November uunjheroflheAmeri- 
“CaHne ; we did not come to Lexington c#u Magazine, an account of tlie 
to buy homes; let# go to the speaking.” orj jn ajl|}g an( j wor g ,,f U>e Order. 

They left, passed tbe Phoenix Hotef, « A B is essentially » great be- 

and Baldwin saw Green coming up 1 l,e G A. K is essentially a g 

Main, and said to his companion ; J neyolent society; iu chief business is 






Remaining unclaimed In the Pe-t- 
offlee at Richmond, Ky., week endiug 

Nov. 23, 1887. 

Baxter, Berdie Prather, Col James 

Bogie, Fannie Phair*, Sitnon 

Chenault, Mary Shiflet, Kite . , 
Gentry. Cordelia Stout, SH 

Hume & Co, W O Scott, Madam 
Harris, Eva Teril, John 

Herd.G Thornton, Dr J W 

Holland, John Turner, B F 



Huguely. Jake Walker, Wm 
Little, Mr . Warkcr, Wautson 

Miller, Mrs Mariat Wiell, Mr Alien 
Miller, Miss Sallie Williams, Tilitha 
Newman, Lena Wright, Nannie 
Osborn Mr E R Wood, Francis V 
Advertised matter will be held two 
weeks after date of advertisement and 
(lien if undelivered will be sent to tlie 
dead letter office. 

Poet office hours from 6 a. m. to 7 p. 
M. Money order and rvgi-tered letter 
hours prompt, 7 A. M. to 6 p. m. 

J. B. WILLIS, p. m. 



once a season goes to unbar its gates 
and give tlie damned some breath^* 

Do you want a hand ? 

Tlie subjoined postal card from Clay 
City, addressed to “Mr. Editer Rich- 
mond Madison Co. Ky,” has reached 
us. We have not time to look for a 
place, aud publish the card that any 
person iu need of a hand or agent, 
may correspond with tlie gentleman : 
“rar editer i seid my self as a stran- 
ger to drop you a few lines to see if you 
would do me a favor i ask you as a 
friend to see if you Can Get me a im- 
ployment in your town 1 would like 
' to have a Job in some bous their if you 
no of inny bodey that wants au agent 
for iney thing let me know and i will 
oblig you Send me oue of your Papers 
and I will try to get Subscribers for 
you soon Wesley C. Phillips. 

• 

J. L. Cogar purchased 600 bushels of 
barley or Alex Dunlap, at 52 cents; 
5,000 buabels of wiieat of Graddy A 
Sou, of Versailles, at 75 oeuts ; and 25 
h«gs of Mrs. Harsh Blackburn at $4.25 
, per hundred.— Clipper. 



w 






0 



UNTI L JANUARY 1st, 1888. 

-= AND THEYMOST RND A BUYER. ~ 

My Stock of Clothing, Furnishing Goods, Hats, 

% 

Caps, Trunks, Valises, &c., must all be closed out. 

tt^-AIso a No. 1 STOCK OF PIECE GOODS to be sold in tlie piece or w ill make up for you. No 
more goods to be sold for glory, but will sell them for less than manufacturer s prices, lie sure and call in 
time. 



•epa8tf. 



LIVE STOCK MARKET EEPOET. 

CORRXCTED WEEKLY BY — 

WEBER, LOPER & CO., 

Live Stock Commission Merchants at 
Cincinnati Union Stock Yards and 
Covington Stock Yards. 



Library Lamps 



AND 



J. C. LYTER. 

STOP AND REID 



CINCINNATI, OHIO. NOVEMBER 21.1887 



SHIPPING CATTLE. 

Good to Extra $ 4 2j@ 4 50 

Fair to Good ....... 4 oo@ 4 25 

Common to Fair 3 50(8 4 00 

Good to Extra Oxen 3 25® 3 75 

Fair to Good Oxen ... 2 50(8 3 00 

Common and Rough ... 1 jo@ 2 23 | 

BUTCHER CATTLE. 

Good to Extra $ 3 6e@ 3 j 

Fair to Good 3 25(8 3 50 

Common to Fair 2 75(8 3 00 1 

Good to Extra Cows ... 2 75® 3 it, | 

Fair to Good Cows ... 2 50® 2 75 

Common Cows 1 75® 2 00 

Rough Cows, and Oxen . . 1 23® 1 30 

BULLS. 

Best Shipping f 2 60® 2 75 ! 

Best Bologna ...... 2 50® 2 63 I 

Fair Bologna 2 23® 2 50 | 

Fair to Good Feeders . . 2 00® 2 25 | 

Common and Thin ... 1 30® 1 73 1 

FEEDERS AND STOCKERS. 

Good Extra Steers . . . . $ 3 23® 3 30 
Fair to Good Steers 2 50® 2 75 

Good to Extra Heifers . . 2 25® 2-75 

Common and Thin Stockers 1 30® 2 00 

COWS AND CALVES. 



Rotters’ Silver-Plaiefl Knives and Forks. 



Best Grades, $ 50 00® 55 00 

Fair to Good 35 00(1145 00 ! 

Common 18 oo®30 00 

Best Veal Calves .... 6 oo@ 6 50 

Fair to Good 5 00® 5 30 

Common and Heavy ... 3 oof a. 4 00 

SPRING LAMBS. 



Good Extra Heavy . . . 
Good Butcher ...... 

Fair Butchers . .’ . . , 

Common and Tail Ends , 

HOGS. 

Select Butchers .... 
Fair to Good Packers . . 
Good to Extra Lights . 

Li ght Pigs 

Roughs and Scalawags . 



# 5 J5@ 5 5° 
4 75@ 5 00 
4 50® s 00 
3 J 5® 3 75 



They can not be surpassed in style or 
workmanship at 

The Prices We Quote. 

Very best material employed in their man- 
ufacture. 

You Will Like Them 

if you see them, because you can’t help it. 

They Are Precisely What Yen Want. 

Our stock of Queen’s-ware and Glass- 
ware and especially our Decorated Din- 
ner and Tea Sets, is full and attractive. 

BEST GRADES <>1<" 

COFFEES. SUGARS, TEAS 

and other Staple Groceries, also Canned 
Goods. 

La. E. & G. C. FRANCIS. 



UNANSWERABLE FACTS 



That Are Demonstrated At 



H, J._ STR ENG’S 

Louisville Store 



HEAD CAREFULLY WI1AT YOU CAN 
DO WITH TH E MONEY. REM UM- 
BER THAT CA8II WILL BUY 
THESE GOODS AT 
THESE BRICES. 



June22-tf 



> 5 *5® 5 *o 
4 85 @ s 13 
4 70® 4 90 
4 40® 4 65 j 
3 *5® 3 75 1 



Public Sale 



STOCK AND CROP. 



PUBLIC SALE! 



I WILL SELL PUBLICLY ON 

Saturday, Dec. 10, 1837, 

On tlie premises, 4 miles from Rich- 
mond, on the Four Mile road, my per- 
sonal property, 2 pieces of land, and 
rent out my home place. The person- 
alty consists of 

Household and Kitchen 
Furniture* Farming Im- 
plements, Grain and Stock, 

including 5 Horses, 14 Yearling Hleers, 
5 Milch Cows, 3 Steer Calves, 100 Bar- 
rels Corn, 50 Bushels Wheat, 50 Bush, 
els Oats, 2.500 Bundies Oats, 15 Tons 
Hay, some Straw and Fodder. 

The lands to be sold consist of 604 
ACRES on tlie Four Mile road, 3 
miles from Richmoud, kuown as Ihe 
Walker Isnd, first-class with good 
hou->e of three rooms and kitchen ; and 
32 ACRES on same road, known as 
Harper laDd, 5 miles from Kichmnnd. 

My home place consists of 81 Ackks. 
well improved, with good house, 4 
miles from Richmond. 

Terms made known on day of sale. 
Sale at 10 o’clock. 

DILLARD COX. 



Having decided to quit farming, I 
will, on 

Saturday, Jicv. 26, 1S87, 

sell to the highest bidder, on tlie preru- { 
ises ou the Richmond and Four Mfle j 
road, near the river, in Madison 
county, my stock, crop, and farming | 
implements, consisting of 
1 extra Brood Mare, 1 Family Saddle 
Horse, 1 two-year-old Saddle S'allton, \ 
black, by Yonng Tom and out of a 
mare by Sam Phelps’ Foxtown ; 1 
Yearling Filly, full sister to tlie stal- 
lion ; 1 Mule Colt, 1 Y’oke Work Oxen, i 
3 two-year-old Steers, 1 Yearling Steer, j 
3 Milch Cows. 3 Extra Calves, about I 
60 barrels of Corn in tlie crib, 100 ; 
Shocks of Fodder, 

About 800 Bundles of Oats, 

1 Straw Rick, Farming Tools such as 
Ox-cart, Plows, Gear, Ac. Also 200 
bushels of Good Lime. Some llou.-e- 
hofd. 

TERMS — Ten dollars and under, 
ca-h ; over that amount a credit until 
tlie first Monday in January, 1888. 
Note with good security without in- 
terest will lie required. 

16nov2t. DUKE TIPTON. 



mows sale: 



NOW IS 



TIIE TIME TO GO TO 



AND GET ONE OF HIS 

Spring Baddies 






Best Standard Calicoes at 

Best Indifio Blue Calicoes at 

Best Yard-Wide Heavy Brown Domestic 

Good Cotton Flannels at 

Good Grey Flannels at 

Good Red Flannels at 

Nice Dress Goods at 

Nice Dress Goods at 

Beautiful Dress Goods at 

White Blankets at 

Bed Comforts at 

Good Jeans at 

Good Suit of Clothes at 

Better Suit of Clothes at 

Better Suit of Clothes at 

Good Overcoat at 

Belter Overcoat- at .~. 

Better Overcoat at •. 

Women’s Shoes at 

Women’s Shoes at 

Boots at 

Boots at 

Ilats at 

Hats at 

Hats at 



5c. per yd. 
. 64c. u ** 
64c “ u 
8jc •• •• 

20c ** “ 

. 20c “ 

. 10c “ ** 
124c ‘ “ 



#1.50 a pair. 
. 75c. 

.r 20c per yd. 
. #5.00. 

.. 6.50. 

.. 7.50. 

4.00. 

... 5.00. 

7.50. 

... 1.00 a pr. 
... 1.25 “ “ 
.. 2.00 “ 44 









1 At bottom prices. He also has a 



The poorest economy we know of is 
to let fen dollar* worth of chickens die 
with cholera wheu « 50-cent bottle of 
Uauter’a Chicken Cholera Cure is war- 
ranted to cure one hundred chickens. 
This wouderful remedy is sold by 
Stockton A Willis. It 

Arraer has on elegant stock of 
watches, clocks aud jewelry. nl6t( 

Look out for Xmas display at Stock- 
ton A Willis. ‘ 23nlt. 

You will be perfectly satisfied if you 
deal at White’s Drug Store. t>9tf 

A familiar household word— White’s 
Drug Store. n9tf 

Km Hats #3.75. 

I have three dozen genuine Kuox 
lists of the latest English styles which 
I am selling at $3.76 apiece. They sell 
everywhere for $5. J. O. Lyter. 3t 

Dolls to close out stock at your own 
price at White’s Drug Store n9tf 

Do you kuow where White’s Drug 
Store is? , n9if 

Syrup ef Pigs 

Is tbe delightful liquid laxative, and 
tbe only (rue remedy for habitual con- 
stipation aud tbs many ills depending 
on s weak or inactive condition ot 
the kidueya, liver aod bowel*. It is 
a pleasant remedy to take, both to old 
and youug ; it is gentle in its action 
and tffieolive ; ilia acceptable to the 
stomach, and strengthens tlie organs 
on which it sets. Manufactured only 
by tlie California Fig Syrup Company, 
San Francisco, Cal. Sold by Htocktou 
A WUlis. 9cov lm. 

FOUND-lVoi: 

nett House, on last court day, tbe heat 
place to buy drugs and book*— White's 
Drug Store. u9tf 



MASTER COMMISSIONER’S 

Notice to Creditors! 



Madison Court Common Pleas. 



Cha.ri.es R. Watt's Ad’m'r., Plff. y - 

againxt [ K L"„ V 

Margaket Watts, Ac,, Def’ta J 

All persons having claims against 
tlie estate of Charles R. Watts, deceas- 
ed, are hereby notified to produce the 
same, properly proven, to tbe under- 
signed, Master Commissioner of tlie 
Madison Court Common Pleas, at his 
office in Richmoud, County of Madi- 
son, Kentucky, on or before the 25th 
day of December next. 

This 22nd day of November, 1887. 

8. E. SCOTT, 

M. C. M. C. C. P. 



As Executor of the estate of Henry N. I 
Wells,. I will, on I 



lull line of 



Good Hoi For Salol 

I wish to Mil privately ray home 
place of 60 ACRES OF LAND one- 
Iialf mile from Kingston, in Madison 
couuly, Ky. 

Dwelling House 

of four rooms and hall. Good cistern, 
buggy I touse and all out-buiidiugs, aud 
one of the best stables in the county. 
Good orchard. Convenient to schools, 
churches, mills, shone, stores and sim- 
ilar places. Good place for physician 
or merchant. Terms easy. 

23n4t. W. B. STIVERS. 

— ■ ■ 

Executor’s Notice. 



All petsona having claims against 
Ihe estate of H. N. Wells, deceased, 
will please present the mute to me for 
payment properly verified on or before 
tbe first day of January, 1888. 

All persons indebted to tbe (state 
will please pay same at once. 

28nov3t. C. T. Wells, Ex’r. 

Patronize J.J. Brooks, the druggist. 



Saturday, November 26, 

j at 2 o'clock p. m., sell, to the highest bid- 1 
| der 

3 Houses and Lots Q 

RICHMOND O 

The first is the house on tlie South side 
of Main street, occupied bv Mrs. Sallie 
Cobb. 

The second is the house on the South 
side of Main street just above the one 
mentioned. 

The third is on the East side of Estill 
avenue, now occupied by James Alraan. 

ALSO ONE SHARE OF STOCK IN 
THE FAIR GROUNDS. 

Term* easy, and made known on day of 
•ale. 

CYRUS T. WELLS, 
an4 Executor Henry N. Wells’ estate. 

Local Produce Markets. 

CORRECTED WEEKLY BY COVINGTON, 
ARNOLD A BRO., GROCERS, IRVINE 
STREET. RICHMOND, KY. 

Richmond Ky., Nov. 2j, 1887. 



CL OCKS t CLONES t t 

At Ail Prices and in All Styles. 

Remember that these prices are the 
Rock Bottom Prices for Cash. Our stock 
is complete and we have a great many 
goods that we have not enumerated here, 
but call and see what we have and you will 
be satisfied that we have the best stock 
ever in Richmond, sold at prices never be- 
fore offered. Come and see us and see the 
great bargains we have. 



single anil double, tirst-class ma- > 
terial and best of work. 

Saddles and Harness 



August 24 - tf. 



II. J. STREIMG, 

LOUISVILLE STOKE. 



NEATLY AND PROMPTLY. 

june 22 tf. 



A.D.RUFF, 




IS THE AGENT AT RICHMOND, KY., FOR 

THE CELEBRATED 



Beef Cattle, Butcher... „ 

Hogs 

Sugar Cured Hams 

Bacon Hams — Country 

Cured ' 

Butter 

Chickens $ t 

Egg» - 

Wheat 

Flour 

Corn per barrel 

Hay, per too lbs 

Oats in sheaf, per too #>s 

Lard... 

Tallow 

Beeswax.... 

Feathers. 

Meal 

Oats per bushel 

Orchard Grass 

German Millet 

Timothy Seed 

Clover Seed 

Oats in sheaf 

Choice bine grass seed 
Red top seed ............ 

Sweet Potatoes 

Irish Potatoes ..... 



2 /i@3^c 

4@SC 

1 3<2> , 5 c 

IS >*<«M5c 
15(0;, 20c 
o. i 75@ a 00 
15016c 
6:® 67c 
1 S@$3 00 
$2 25 @2 50 
4o0coc 

40050 

««®«2>*c 

■ 5 ® °c 
2 °03S 
75 ®V 

406150c 
$1 tO0$. 25 
I 20 
#3 °o®3 2 5 

s B&S 

J|f!ss 

i oo(r,i ]( 

75 ($* 00 






Watelnubr and Jeweler. 



iiraiIr in 

Watches, Clocks, Jewelry, 8ilver and 
Plated-ware, etc. Special 
attention given to 

SETTIN3 DIAMONDS 

AND OTHER PRECIOUS STONES. 

REPAIRING 

Promptly done and In a workmanlike 
manner. 

Cash Paid for Old Gold and Silver. 

1®- Don’t iorget the place— next door 
to tlie Post-office, Richmond, Ky. 

june22 If 



FARM WAGONS. 

They are about closing up their business 
and have on hand over 4,000 of them. 

-> Him TRUSS RGB HD MUR UK. 

Manufacture all styles and sizes 
which they offer at 

ESPECIALLY LOW PRICES. 

All laps Warrantfifl For One Year. 

The Best Material. The Easiest Terms. 



Call on Mi\ Pope and examine the 
wagons. Don’t buy before doing so. 

WEBSTER WAGON CO. 

June 22-tf 



« 



V 









THE CLIMAX. A Surprise 

- An unknown friend gave Jlev. W. Y. 

fEDNESDAY, NOVEMBER 23,1887. *‘”T' ,sr,t “ eururi^e (mi last Saturday. 
Mr - Leppard went down to tlie Epis- 

'J lie Banka * ill be cl<*cd lo morrow . ^ ** church and found a stranger at 

— *°' k - He asked the workman 

Hoc* «re selling at 5 cents in the »*' a t he w.»a doing and was told 
cal market. 1 ,fKl .he »'«s pulling in a furnace ; 

“t** ... , and when asked wiio gave him orders 

The ( i-.max from now until J.uu- to do lbe work repliedi |le WM M(|( 

’>' U '| ls89, " " hy a Cincinnati house and told to put 

tiive thanks to-morrow. That is, go “ hi mace in the Episcopal church 
i church and then eat a turkey. at Richmond and that was all he 

— ~ ♦ k,,ew *hout it. Mr. Sheppard was 

Mi** Eva Pneltia euter.aina lo-niglit , greatly gratified and the whole cougre- 




WEDSESDAY, NOVEMBER 2 j, 18S/. 

1 he Bonks * ill be chved to morrow. 

lings are selling at 5 cents in the 

'.local market. 

TkeCuxax from now until Janu- 
ary 1 st, lsSh, $1 50 . 

Give thanks to-morrow. That is, go 
•to church and tlieii eat a turkey. 



Schilling struck or gnbiied at Mc- 
Creary. McCreary had a bottle in hi* 
left hand, and said “come on.” Schill- 
ing followed three or four steps. 
McCreary was close to iron railing, but 
not bent oVer it. Ziemann told Schill- 
ing to come hack and go into the house 
McCreary was moving backwards. 
Heard the shot. Gas was burning on 
the street. 

Walker, Blount and Lester said they 
were in Ziemaun’s store both limes 
when McCreary was iu there; 



master ; C. D. Clieuault, banker; J. 
K Ureenleat, banker; James Brooks, 
druggust ; Nathan Fain ; S B. While, 
nieicliaui ; R A. Barlow, City Collec- 
tor; O -o. White; Thomas J. Smi’li, 
nieicliaui ; Joe Dusch all tesliiied to 
■ he reputation ol Schilling as a dan- 
gerous, violent man, a slugger, tighter, 
bruiser, etc. 

The prosecution was well represented 
by Mr. Sullivan, who made an excel- 
lent speech, and was ably assisted hy 
attorney Browii. Tte Commonwealth 



< ROYAL 



.at the home of her pnreuts Mr. and 
Mrs. Marcus A. Phelps. 



greatly gratified and the whole emigre- sive language, 
gaiiou extend unbounded thanks to Schilling ask 
the uiiknnwu. door, what he sai 



uot hear McCrerary using abu - 1 did not suffer tlimugh its young rep- 




AT COST! 

I am going to 
quit the Dry 
Goods business, 
will open up a 



L P. Sanders & Co. are uow working Halstead Mad. 

eight hands and owing to increased w , )en (||e UhI|ng-hh L but 

tusiiiess will have to mere** the over mo editor of the Cincinnati Co.- 

***• mercial Gazette, Mr. Murat Halstead. 

The Boston Quiutetle Club will give rr " d the account of the dedication 
a concert ou Monday, Dec. 5 th, for the Bt F " rd » he cll «*d »nd calmly wrote 
benefit of the First Presbyterian 118 f'dlows: 

„i, ,i n*i i °" e ma >' wonder whether tlie able 

t — and amiable publisher of the Louis- 

Say, it to necessary that tlie Herald ville Courier-Journal often sends such 
hu< mess should be seltled. Do you telegram* as this just report ed from 

«sv< lie de< •eased Herald any subscrip- » ,V , 

* “Just before l lie service began a tele- 

r icn money ? gram was liandeil Dr. Blanton, which 



sive language. Blouut heaid 
Schilling ask McCreary at* the 
il.mr, what he said, aud McCreary re- 
plied, “you heard what I said.’’ Blount 
said that Schilling made at McCreary. 
McCreary began to back, and scuffle. 
Heard bottle pop, scuffl-d for thirty 
feet aud saw flash from pistol. Schil- 
ling seemed to have one hand ra»ied, 
but could not see if he had a knife. 



resentali ves, not withstanding the pow- 
erful anoy'of tlie talent on the other 
side. 

Judge Clieuault considered the testi- 
mony al length and delivered his opiu- 
iou clearly and concisely. He sail* iu 
substance: “I look at the facts in this 
case, and not the parties. From the 
suddenness with which the difficulty 
arose, and its brief Juration, there 



They did not hear McCreary say to could have lieen no niulice. The only 



Two sons of Marshall Moore, a form- 
er noted citizen of this county, live 
in Rowan county, and have more or 
less to do with the war up there. 

Mr. W. S. Wood, formerly, of this 
place, is now with tlie Lexington 
Spoke A Wheel Co., and the Lexing- 



“Just before tlie service began a tele- 
gram was handed Dr. Blanton, winch 
he read to the congregation, as follows: 
“ 'Have just returned from New 
York. You are authorized to draw 
on me al sight for it sufficient amount 
to pay your church indebtedness. 

W. N. Halukmax.’ ” 

Sunday School Association. 

Tlie interesting program which was 



Schilling, “come on.” question then is, w as the killing done Absolutely Pure. 

Miss Schilling went nut and found in 8U, lden heat and passion, or in self Tills powder never variot a marvel of 
Schilling leaning against the raiUnu defense when the defendant had reason- pority. strength and whoiesomenem. More 
look hold of him, ami he aaid, “I’m able grounds to believe and did believe cannot i>e -old tu competuinn with tliemul- 
bruised all over with the bottle and W"™eif iu danger „f death or great ^ “aSSS 

shot." Took Schilling in the house, tidily harm. Two parties enter a Baking Pow der Co.. lus Wall st.. N. Y. 
Barlow and Ed wards pulled ofl Scliil- P“*»lic house, one, not the defendant, Jnue 22 tf 

ing’s clothes. There was a knife in inadvertently does something that * ~ ~ ~ •'— ' 

Ids pocket. William French came afier enrages tlie keeper and deceased. The MATRIMONIAL- 

the shootiug, lit a match and looked P ar| ies are refused and ordered out. 



&AKIM* 

POWDER 

Absolutely Pure. 



SELLING OUT AT COST ! 

15,000 Dollars Worth of 

Dry Goods, Clothing, Shoes, Hats, &c., 

-AT THE- 

PiliCIDRf EtODf. CIOTIIIIG IHD SHOE MSI 



AT COST! 

1 am going to 
quit the Dry 
Goods business, 
will open up a 



-OF*- 



F. C. HAYS, 
















1 « 
Q § 



Tills powder never varies. A marvel of 
parity, strength and whoiesomenem. More 
economical than the ordinary kinds, and. 



phate powders. Mold only Til curia Rov, 
Baking Powder Co.. 1u6 Wall St.. N. Y. 

Jnue 22-tf 

MATRIMONIAL- 



the shooting, lit a match and looked P ar| ies are refused and ordered out. 
along the street. Told Miss Schilling They depart. Defendant believes he 



I am going to quit the Dry Goods business and intend to open out in the spring a 
first-class CLOTHING HOUSE, with the largest stock ever in Richmond, there- 
fore all goods must be sold no matter what they cost. I mean business and intend to 
sell every article I have in the house. I have too many articles to quote prices on but 
note the following: 



lie was lookiug for McCreary's hat 
Ziemann and Miss Schilling 



n, n h rathrrLubrica«.t aud Reuovator Published in last week's Climax of Schilling wua strong, a muscular man, refueed, 

tlie Madison County Suuday-school 25 -' Par8 old . «md never sick In his life ; *° leave 



eary’s hat. Committed u<% otlense, returned to 
Schilling said apologize .for his friend is again 
muscular man. refused, and is cursed and ordered 



Company. . ‘J 

...» — Association which convened at the 

Tlie colored Missionary Baptist Baptist church on Saturday, was a 
church cleared $25 Saturday great success and a good deal of 
night on an entertainment «t Rice’s interest was manifested. The addresses 
Hall, for the benefit ot the Theological were entertaining anil the music flue. 
Scli-iol at Louisville. | Notwithstanding the disagreeable 



K ,l 25 years old, and never sick In his life ; *° leave. He leaves with the remark, 
l, e much larger than McCreary. Scliil- •l***' 1 8° hi hell,” aud is pursued by 
a ling had been from home several deceased, who lunges at defendant and 
of years, anil returned only five weeks follows him thirty feet along the pave- 



Mr. Wm. Vincent and Miss Belle 
Fulks, both of Decatur county, Indiana, Trion AAA Brown Cotton 
were married on Saturday evening, Nov. Extra Heavy Brown Cotton 
19, at the home of Mr. Vincent’s uncle* „ _. 

Mr. Joel T. Vincent, of this county, in the * * ro " n n 8> • 
Poosey neighborhood. The attendants lo 'A Bleached Sheeting . . 
were Mr. R. L. Bogie and Miss Effie Yard Wide Heavy Cotton 
V incent. Bleached Cotton II.on.dali 



Tnon AAA Brown Cotton . . 6c per yd , Blankets $t.oo a pair Men's Celluloid Collars 

Extra Heavy Brown Cotton . . 6* “ Shawls at any price to CLOSE OUT. Men’s Celluloid Cuffs 

.0-4 Brown Sheeting ,jc - Uxiogtoa cohn . . 6jc p., lb All-wool Tricot 37* p 

10-4 Bleached Sheeting . . . . aoc “ Double fold Cashmere, all color* 

v.m ww. St * on r Yarn ’ al > color * • • • • 7jc per lb 



were t-utertaiiiing aud the music flue. 
Notwilln-taiiding tlie disagreeable 



before his death. 

The counsel for defense asked why 



p r ,.f 1 Miller, tlie mind-reader and 
illusionist gave an entertainment at 
Madison Female Insliiule on Thursday 
evening which was highly appreciated 
ami enjoyed by his audience. 

Mr. P. B. Lewis, of Big Hill, had 
hi- saw -mill iu Jackson county dam- 



wealher, and the high wind whirling 
clouds ol dust down the streets there 
was a very good attendance at the 
afternoon and night session. A splen- 
did lunch was served iu tlie basement 
of 1 lie church, three large tables were 
heaped with good things prepared 
by the Madison county ladies, 



disagreeable ^billiug left home, and if it was not 



meut. Defendant is seized by powerful 
and desperate man, aud forced against 
an iron railing from which lie cau not 



because he was so violent and had so 
much trouble .with customers that 
Ziemann asked him to leave. Counsel 



Mr. G. C. Franci*, of this place, and 
M iR8 Sadie W. Wilgus, of Lexington, will 
wed to-day at 3:30 p. m ,at the home of the 



escape. His hand was cur. Defendant brid e. Prof. B. C. Hagerman will per- 

si...* I... 1 1... ...... .1 8 * 



states that he believed lie was in dan- 
ger of deatli or great bodily barm, aud 



ror tlie prosecution objected aud the I knew deceased's repulation for being a 
court sustained the objection. violent man. Did defendant have 



court sustained the objection. violent man. Did defendant liave 

W. D. Weatherford said that Cl el- reasonable grounds for his belief? I 
land and McCreary came into his tlsink he had. I see no wrong iu acts 
bouse shortly before the shooting, and of defendant, except language, aud that 



form the ceremony and Miss May Luxon 
and Mr. Coley Wallace, and Mis* Larna 
Luxon and Mr. Rob rt Biggerstaff will be 
the attendants. The couple will leave for 



reasonable grounds for his belief? I Cincinnati on a bridal trip and will stop 
think lie had. I see no wrong in acts at ^ Garnett House on their return. 



ng.sl by fire on Friday to Ihe extent of j delicious hot coflee was very 



tjtf— no insurance. Tlie fire originat- 
es! while the bauds were at diuuer. 

Messrs. Bales A Fallon will sell 
publicly at Kingston, on Satuidny, 
December loth, their bouse aud five 
acres of land w ithin tlie limits of the 
town. Mr. Bales and tainily w ill prob- 
ably remove South. 

Messrs. Lyman Parrish aud J>>. 
Long have isiuglil out tlie grocery firm 
of Long A Edwards 011 Irvine street, 
beluw Adams' livery stable, and will 
ru 1 a regular grocery with a meat 
store aiiaclied. Tlie firm will he Par- 
rish and Luig. 



Mr. Dillard Cox will sell publicly 
n bis premises lour miles from Rricli- 



Clellam! bought a bottle of champagne. wa8 not iiiteuded to provoke au as- 
He uncorked it and Clelland look a aault, but to relori to language of de- 
small drink. Clelland asked McCrea- j ceased. I therefore discharge Ihe de- 
ry to drink, but he refused, and at the I feudant from custody.” 



in olid, on the Four Mile road, on 8-t- of “'chmoiid, and County Attorney 



unlay, December 10 th, all liis house 
hold, stuck aud grain, two tracts of 
laud, and reut out his home place for 
tlie year. Mr. Cox aud family will 
remove to Illinois. 

Capt. Ballard re|siris the sale of 
Imuseliold and kitchen (furniture on 
Wednesday of Elder \Y. B. Slivers near 
King-lou as good. Eleder Slivers 
expects to go to Missouri in tlie spring 
where lie will make his future home. 
The laud did not sell aud ia now for 
sale privately. 

Mr. Lyman Parrish lias exchanged 



appreciated by the throng who Ue uncorked it and Clelland took a 
were thoroughly chilled hy the cold Htnal * drink. Clelland asked McCrea- 
wind. After the benediction by Dr. I r T u * but he refused, and at the 

Stewart tlie association adjourned to kune time rt eatherfor.i suggest! d that 
meet next spring upon a day to be McCreary was uot of age — only 19 
fixed by the executive committee. >' eur8 old— and could not drink in Ilia 

,, r house. McCreary advised Clelland to 

Tlie McCreary Case. " ot 181 >' »"* *>“«• 

The case of tlie commonwealth A- Marabou assistant marshal 

agaiuat Robert McCreary charged with Richmond, saw McCreary and 
the killing of William Schilling, in <;,pIli " ld at McKenna’s playing billl- 
Richmond, on Friday night, the 1 1 th iHr '' 8 - ‘ Shw t,,om at French's, hut 
instant, was called before County couHn'taay that both drank. Was in 
Judge John C Clieuault at 10 o’clock French’s and heard shot. Ran out and 
on last Wednesday, and consumed 8aw Shilling on the street leaning j 
that day and tlie greater part of the i a *. ,ai " 81 «be iron railing about thirty 
next. Tlie prosecution was represent- from /ieinanti s door. Schilling 

ed by County Attorney J. A. Sullivan. ** much “‘ronger man than Mc- 

of Richmond, and County Attorney Urenry, and could handle two of him. 
Blown, of Lancaster. The defense was Prank ton way, bar-kteper ut Mc- 



ceased. 1 therefore discharge the de- 
fendant from custody.” 

PERSONAL. 



At the Southern Methodist church in 
Irvine on Wednesday, Nov. 16, 1887, Rev 
Edward Mann, pastor of the M . E. church, 
South, at Irvine, and Mis* Katie Friend. 
The attendants were Misses Nannie and 
Ella Trimble, of Mt. Sterling. Rev. 
Mr. Savage, of Covington, and Mr. Hugh 
Riddell, of Irvine. The bridal party 
passed through Richmond on Wednesday, 
en route for St. Louis and Fort Smith, 
Ark. 



Yard Wide Heavy Cotton . . 5c “ 
Bleached Cotton (Lonsdale) . 8* “ 
Bleached Cotton (Maaonville) . 8* - 
Bleached Cotton (Hope) . . . ji^c “ 
Bed Ticking . . j%, 8* 10 and 15c “ 
Shirting Cotton ....... 6? 4 c - 

Gingh m for Aprons 6t 4 c “ 

Gingham for Dressea.7^, 8}^ and 10c “ 

Calico 4 and 5c - 

Plain Red Flannel ... 15 and 20c “ 
Twilled Red Flannel . . 20 and 25c “ 
Twilled Gray Flannel . lift and l S c “ 
All-wool Plaid Flannel - . . 22j^c “ 

Jeans 10c up “ 

Bed Comforts 60c “ 



Men's Celluloid Collars . 
Men's Celluloid Cuffs . . 
All-wool Tricot .... 



• • • 3 i c 
37 * per yd 



BOOTS AND SIOES 



ALL AT COST ! 



Cloaks and JxckkTS cheap to close out 



Ladies' Red all-wool Underwear . 60c i 

Ladies' White all-wool Underwear . 50c 

Ladies' White Merino Underwear . 40c 

Men's Red all-wool Underwear . . 50c j 

: Men's Red all-wool best Underwear 75c: 
I Hose for Ladies and Children cotton and 
wool at Cost. 

Men's all-wool Sock* 15c 

Men's Linen Collars 6* 



10, 12* 15c - 

OUt : 

Cotton Cashmere, all colors . . . 4c “ 
^ oc j Yelvet, all colors ....... 3jc “ 

S 00 Silk Velvet, all colors 75c “ 

40c l.acc Curtains $ 1 .00 per pair 

Clark’s O.N.T. Spoil Cott'n..6 spools 25c 
Floor Oil Cloth ....... 202 per yd 

75 c 

! Towel* and.Napkins, any price to close out 

and 

All-wool Plaid Flannel Skirts . . . 90c 

All-wool Jerseys ......... 30c 

*S C Ladies’ all-linen Hemstitched Hand- 
le kerchiefs ec 



i Men's Linen Collars 



lo and 13c ] Red Table Cloth . 



25c per yd 



Babies Shoe* ......... 


. . 2SC 


Children's Shoes ....... 


- - 5 ^ 


Ladies Heavy Shoes 


. . 75 c 


Ladies' Kid Shoes ...... 


. . f.too 


Ladie ’ Kid, fine quality ... 


. . $1.50 


Men-' Brogans ........ 


. . 75c 


Men’s Shoes, Button, ) 




Men's Shoes, Lace, > • . |i 


and $1.^0 


Men's Sh oes. Congress , ) 


Men's Boots 


. . $1.50 


Men's Boots, 1 est quality . . . 


. . • ' .75 


Boy's Boots 


. • 75c 



RUBBERS AND ARCTICS AT COST. 



Mr. and Mrs. Booker left Saturday for en route for St. Louis and Fort Smith, 
a visit to relatives in Louisville. * Ark. 

Miss Florence Reiser, of Mowaqua, 111 ., Mr. E. Field Miller, of Mound Landing, 
is visiting the family of Mr. Chas. Hunley. Miss , and Miss Fanny Shelbv, of Fayette 

1 r . c- -j c county, were married at high noon on 
Mr. Edmond B. Hume left rridav for _ „„ 6 

,11 , " , Tuesday, Nov. 30,1887. Mr. Miller is a 

New x ork, where he will spend several , - „ ° ' 

month- SOI> ^ rs ' F tsey I. Miller, of this place, 

and has been living in Mississippi a num- 
Messrs. John Hughes and Vince Crom- ber of years. The bride is a cousin of 
well, of Lexington, were in the city on Mrs. Col. W. M. Irvine and was educated 
Friday. here and is well known and h^lnvr d hv a 



MEN S AND BOY’S CAPS 
ALMOST GIVEN AWAY. 



A GOOD FUR HAT FOR 
FIFTY CENTS. 



; I will also sell my STOCK OF CLOTHING now ofi. hand at and below 
•’ Cost to close it out. 



Blown, of Lancaster. The defense was 
represented by Messrs. O. F. A A. II. 
Burnain, Smith A Buriiam, U. 8. 
Powell and Governor McCreary. Ten 
witnesses were examined for tlie Com- 
monwealth, and seventeen for the 
defense. The hou-e wav crowded 
during the eutire time slid great in- 
terest was manifested. Tlie principal 
Common wealth witnesses were H. 
Ziemann, step-fitlier of Schilling, and 
Miss Anna Schilling, a sister. 
Although ttiere were eight other C0111- 
mnii wealth witnesses, the case would 
have been stronger against the accused 



Mr. Rutherford Blanton 



Kenua’s, saiit that McCreary and del- ; from an extended visit to relatives in 
land played pool. Clelland took a Virginia. 

drink of whisky and McCreary a drink I Miss Maud Tavlor of Winchester i« 



of beer. Clelland threw a cue on the 
floor and McCreary told Clelland 
to quit tiiat, and McCreary picked it 
up. 

Here tlie Commonwealth closet), 
and Robert McCreary took the wit- 
ness stand in his own behalf. 

McCreary said that he and Clelland 
were at McKenna’s playiug | ool. 
C. took a drink of whisky aud he 
beer. Tiiey left, and when iu front of 



Virginia. 

Miss Maud Taylor, of Winchester, is 
spending Thanksgiving with Miss Annie 
Letcher. 



| here and is well known and beloved by a 

has returned | warm circle of friends, who wish the cou- l\Jxxn’g JetlllS PftlltS 
relatives iu P Ie nu,ch happiness in life’s voyage. 

Boy s Pants 

'inchester, is DIED ” 1 Men’s Suits 



the place on Otter Cieek, four miles had they not testified at all, for iu the j Weatherford’s Clellaud proposed to go 
from Richmond, known as ihe “old main points they did not corroborate j **» and get a bottle of wine. McCreary 



from Richmond, known as the “old 
Dicky Dozier place," to Robert Nelson 
for Ins two bouses and lots on Main 



principal witnesses. 



objected. Clellaud went in and Mc- 



mony of the step-father aud sister was I creary followed. Clelland ordered “a 



street in Kiclnm nd, lieymid the depot, sulistaiitially the 



Mr Parrish will remove to town 
December 1st, and occupy his Todd 
pro|s-rty farther out on the same street. 



Commissioner S. E. Scott will sell 
tile old Brouaugh place, out outlie 
liig Hill pike, on Monday, December 
5 th. iu front of tlie Court-house door. 



Willing Schilling aud Anna Schilling 
were in Zieinan’s confectionery on 
Friday night, the Iltli iust. William 
was tlie baker, and Anna clerked in 
the store. John B. Walker, of the Sec- 



bottle of tlie finest wine iu tlie bouse.” 
at all. McCreary said not get any 
Certainly not the finest. Clelland got a 
bottle had it opened, took a wine 
glass full, aud asked him to drink, hut 
he refused, aud also Weatherford ob- 



Capt. Thos. Maitin. of Mays ville, was 
in tlie city on Wednesday and Thursday 
on business. 

Mrs. Marion Terry, of Annapolis, 
Maryland, visited Mrs. Thompson Bur- 
nam last week. 

Mr. B. II. Galvin left Tuesday for 
Mound Landing, Mbs., where he will 
spend the winter. 

Mrs. Kate Parent, of Memphis, Tenn., 
who has been visiting her sister, Mrs. R. 
L. Gentry, has gone home. 

The Misses Crow gave a luncheon 
Saturday in honor of their guest M.ss 
Minnie Walker, of Garrard. 

Miss Anna Kish back, of Versailles’ 



Mary, infant of Cal and Mary Maupin, O VCTCOcitS 

aged 14 months, died on yesterday morn- _ f — . 

ing. Funeral will occur at the home of BOV 8 OllltS • 

the parents, near the depot, at to o’clock 

this morning. , 

...... r .. , . Come early 

Mrs. Mana L. Granger, widow of the * 

late Gen. Gordon Granger, U. S. A., and Take tlie opporti 

sister of Dr. Sam. M. Letcher, of Rich- * 1 

mond, died on Saturday, 19th, at Lancas- 
ter. The burial occurred in Lexington 
cemetery on Sunday. 

Miss Pauline Brcck died in Chicago 
Tuesday, Nov. 15 1SS7. Miss Pauline 
j went to Chicago for medical treatment 

| and felt benefitted enough by the treatment 

j to spend Sunday with Mrs. Dr. Brooks, t 

her cousin. While there she grew worse ’ 

I and was never able to" leave the house. 

She was a daughter ot Rev. R. L. Breck 



75c A nice pair Woolen Pants 
Children’s Suits, knee pants 

S' 3 * 00 A • All IV * 

2 qq A nice All-wool > est 
1.25 A nice All-wool Coat 



$1.25 

1.00 

50c 

2.00 



Come early and get your Goods at Cost, and save paying other merchants a profit. 
Take the opportunity while you have it and buy your Goods At and Below Cost of 



F. C. HAYS. 



F A. NIC 



..... .... , he (irn , <(f Trjbble & Rl„ U „ t , grocers. 

5 th. ... front of the Court-house door. ai|J william Lester, trainer for W. R 
On the 1 st. day of December he will were Btao j,, ,| ie confectionery, 

sell the Presley Rhode* properly of 129 H Z , em!inrti rte p-falher of the Scl.ill- 
<K-r«— on O.ter Creek. Ou December ilig-iWas back „ le dining-room lying 
22 nd., a lot at the corner of Main aud a-leep on a sofa. Robert McCreary and 

Or.-I.ard Richmond, owned william Clelland came into tl.econfec 

by the late \V. \V. Hamilton. ni.l ....1 -..-..I, 1...1 -,-wiu^i 



on.l National Rank, Walter Blount, of j jected. They left, and went into Zie- 
the firm of Tribble A Blouut, grocers, mann’s, followed by McCreary, C. 
aud William Lester, trainer for W. R. carrying the opened bottle. Clelland 



matin’s, followed by McCreary, C. are ' lsltln B ar - v °S an - 

carrying the opened bottle. Clelland Miss May Bell Vanmeter, of Winches- 
cailed for glasses, and pulled the bar ter, will spend Thanksgiving with Miss 



Herndon's l>ruc-Store Closed. 

Messis. W. G. White, J. J. Brooks 
a:ui Stockton A Willis have purchased 
the Herudon stock of drug* aud will 
divide the stock. The house will 110 
longer lie occupied a* a drug store. 

Edibles. 

The ladies of tlie first Presbyterian 
church will have a salt- of nice tilings 
to eat at Ellis A Higgins’s store on I 
Wednesday Ihe day before Thanks- 
giving for tlie benefit of tlie First 
Prest.^ t ?riau church. 

Will Uetnrn. 



tiouery. Did not speak, but walked I right, give us some glass 
back into (lie dining-room, McCreary J li”K said they could not 
had been there often, and had always I it* there, and to get out. 
behaved well. No hard feelings be- saiil pay no attention t 
tween McCreary and witness. Ziemann They left and were gone twe 
kept confectionery and public dining- mes and Clelland said they 
room Clellaud sealed himself at a French’s. McCreary said 
table over which was spread a mosquito right to buy wine at on 



from Ihe table, overturning several 
things, and kicked a chair. Schilling 
said it was “no d — d hog pen they 
were ill.” McCreary said “that’s ail 
right, give us some glasses.” Schil- 
ling said they could not drink in, 
in there, and to get out. McCreary 
aaid pay no attention to Clelland. 
They left and weregone two three miu- 
utes and Clelland said they jvould go to 
French’s. McCreary said it was not 
right to buy wine at one house aud 



and Miss Peachy Converse, of Louisville, and a niece ot Judge C. II Breck and a 
are visiting Miss Mary Logan. granddaughter of Col. Wm. Rodes. Most 

Miss May Bell Vanmeter, of Winches- «fe was spent i" Richmond, where A M 

W If J P APFRs 

ol life, and bright and cheerful example of ^ B E R S Pfl B B ■ fl ' 

Miss Sallic Ellis one of the teachers of a Christian character. Her mother was WV £u ^ El 3 A AAA UalU 

the Deal and Dumb Institute at Dan- called away when she was a young girl of 

ville, is at home for Thanksgiving. seventeen, leaving the responsibilities of a T , , ..-I,, r,t«/.lrAd __j _o. _ _ J _ oorw/x I 

i ar «p _ ar „ I am simply over stocked and must reduce same, 

Mr. T. M. FielJ, of Woodford county, lar « e hou *' ehold anJ the care °* llttle * J 

was the guest of his sister, Mrs. R. X. broth " s and *>"• young girl. 

White, on Wednesday and Thursday last. " ith wbat tenderness and love she tried __ -» -y >— 1— i 3— x rp Y T 3 — \ T — s 3 — s 3- y* 3—1 

«». - ^ a**. - x-t: iisTw-n- so N ote the price. 

her sister. Miss Edith Bush, of Hawes- ple untiI womanhood and manhood ca |ied 

Embossed Gold Paper, worth 81, 

Capt. Archibald II. Goodloe, a brother usefulness. The Courier -Journal says; r6(IllCG(l tO 50 CGIltS. 
of Mrs. Dr. C. C. Smith, is traveling over “When duty no longer called her to watch 

wh '" St23 , Sr^r!:i2Si Fine Gold Papers, worth 50 cento, reduced 

Rev Dr. Harvey Glass left on Monday domestic affairs. Her success there , tO 30 CefltS. 

r . a 1 r au C al exceeded all expectations, and to her tal- 

of last week for the Southern part of . « _ . , * , ___ ^ — . _ _ 

Nice Papers, worth 25 cento, reduced to 

his health. 1 r. Gia«s family will spend D t fir a. 

........ J ^ Belle wood is due. Her death at this time 1 OPTltaS 

the winter in Danville. , 

is a great Iom to that institution and to the 

Collector T. S. Bronston and Messrs. Presbyterian church in Kentucky. She V pf ,t PanAVft WfirtVl IS pan Ja VPflllPPfl tn 

Wm. Martin, Presley Smith, Ambrose had consecrated her life to the cause of W UrLIl IU ieilU», reUULPU IO 

Dudley and Tom Curtis attended the fu- female Christian education. Her whoSs CGIltS. 

neral services of Col. L. D. Baldwin, at soul had bten placed in this work. Few 

Nicholasville on Friday last. women possessed so remarkable a combi- __ __ ___ __ — __ 

Mr. Wm. Crutcher, late of this place "“‘ion of remarkable qualities. She was Everything at REDUCED PRICES* 
and son of Elder Sam Crutcher, has taken di 8 nifipd . 8™celul, cultured, thoughtful. 

the first honors ot his class at the Phil- P atlent » fi rm, kindly, with a full comple Vianrr -TTrmw Parxcar* rxn f Via -crrolla 

adelphia School of Pharmacy, the best ment °‘ the proper emotions. Her whole RE MEMB ER, W6 Ddllg yOUT Paper Oil the Walls 

school of pharmacy in America. career w-a* one of seif racrisce and useful- a t io cents per Bolt, and on Ceilings at 15 centsi 

ness. Her life has been a beautiful exam- ° 

Mrs. Patsey I. Miller, and her daugh- p | e of womanly tenderness and devotion per Bolt. Call early in Order tO get Choice 8eleC- 

ter Miss Lucie, Mr. and Mrs. Robt. to family and duty.",. , , , . . . 

Miller anl daughters, Misses Sallie, g be wa5 hurled i„ the Rich- tlOIlS a8 gOOQS aT6 00 UDQ tO gO (JUICA at PFIC68 



Miss Sallie Ellis one of the teachers of 
the Deaf and Dumb Institute at Dan- 
ville, is at home for Thanksgiving. 

Mr. T. M. FielJ, of Woodford county, 
was the guest of his sister, Mrs. R. X. 
White, on Wednesday and Thursday last. 

Mrs. Geo. A. Boyd, of Chicago, and 
her sister. Miss Edith Bush, of Hawes- 
ville, Ky., are visiting their brother-in-law 
Hon W. T. Tevis. 



a Christian character. Her mother was 
called away w hen she was a young girl of 
seventeen, leaving the responsibilities of a 
large household and the care of little 
brothers and sister* to this young girl. 
With what tenderness and love she tried 
to fill the place of the absent mother, 
guiding with love and teaching by exam- 
ple until womanhood and manhood called 
them forth to life’s battle- : -equipped with 



bar. He pulled the bar ofl and in doing drink it in auollier ; and then suggest- 
so turned oyer the castor and several ed that .Clelland let him bave the hot- 
bottles of sauce; a* tbe bar wu tucked * l**» a nd lie would return alone to Zie- 
aroand t be castor. The stoppers came mann’s and “make it all right" with 
out and contents spilled on table Schilling. Then they would drink the 
Nothing broken. Ziemann roused up, wine and go hotna. Clelland consent- 
excited, and said: “You are not in a ed, and McCreary went in and 
hog pen, hut in my house.” McCreary asked Schilling for glasses, 



non. v. i. aeti». good Christian teachings for a life of 

Capt. Archibald II. Goodloe, a brother usefulness. The Courier-Journal says ; 
of Mrs. Dr. C. C. Smith, is traveling over “When duty no longer called her to watch 



said, “That's all right ; give us some ! saying they would drink and go home; 



Mr. James Adams, uho lias l,een on solid wiclies”; or "Never miud ; tlml’s 
the Register f-.r the past six years, left „„ ,.^,,1 



and not lo pay any attention to Clel- the winter in Danville. 



h>ra visit to. Winchester, on Tuesday. 
Mr. Adams is honest and industrious, 
a tine compositor, and iu every way a 
valuable nj.ni. The Register's best 
wishes attend him. — Register. 

Mr. Adams will return atsiut tlie 
first of December a id become foreman 
at TukCUMAX office. 

A New Firm. 

Messrs R. C. H. Covington and E. t 
L. Mitchell wiilo|ieu ou January, 1 st., 
|at J. C. Lyter's stand on Main street, 
a < 'lotbing and Gents Furnishing g-sxls 
and Merchant Tailoring Establish- 
ment. Tlie style of the firm will be 
Covington A Mitchell. 

Mr. J. C. Lyter, who has been occu- 
pying tlie stand in tlie same bu-iuess 



all right. ”8chilling came up and asked, laud, tl 
“What is it you all want They said 8M ' d 
sandwiches. Schilling said, “You can’t pen," 
get ’em, and you get out of here right | **iey 
away." They said, “If we can’t have j and to 
them here, you can go to hell, (using otb- ricbiilii 
er similar words); we can get them lowed 



laud, that he was driskiug. (schilling 
said that was nut any "liog 

pen," and cursed McCreary ; that 

they cuuld nut drink in there 

and to leave. McCreary then told 
(Schilling to “go to be!l r " and left, fol- 
lowed by Scliilliug, wiio said at tlie 



somewhere else,” aud walked out. Miss door “what did you say?” aud Mc- 
Scbillitig was sure that both used tlie Creary answered “you beard what I 



Same words at precisely the same lime. I said.” Schilling rushed at McCreary . , , L . . 

... , , . , ... 7 . . . . school of pharmacy in America, 

lo employ her exact language, "It was with out-stretched hand, aud when 

all one roundin’ ” to her. Zieuiaiiii also uear the railing Schilling caught him M rs * Patsey I. Miller, and her daugh- 

said they “must get out.” Zieuiaiiii about the bosom with tlie left hand, tor Miss Lucie, Mr. and Mrs. Robt. 
went out of front door and stood on and raised the right hand. At this Miller an! daughters, Misses Sallie, 
street. Clelland was drunk, and they moment McCreary dropped the bottle P»tttie, Harrie anJ Bessie Miller, and 
thought McCreary was drinking, clel- which he had iu his left hand, threw Capt Terrill attended the MiUer-Shelby 
land did not kuow what lie whs doing. u p that hand, and said “stop.” Me- wedding at Walnut Hilli. 

Walker, Blount and Lester had same ; Creary’s hand struck something in Mr. and Mrs. Leslie Combs and Mr. 



* HI sell out his stock and lea ve for 0 PP , * rtu,,U >' lo »l> p « ”"ls of Mc- 

Arizona where be hopes to benefit bis ‘' re “ ry C * e,Untl 118 *'•«* two wit " 



J. W. CROOKE. 



F. B. CROOKE. 



E& 



Europe, for his health. He was when 
last heard from in Paris, France. 

Rev Dr. llarvey Glass left on Monday 
of last week for the Southern part of 
California where it is hoped he will regain 
his health. 1 r. Glass' family will spend 



Collector T. S. Bronston and Mesirs. 
Wm. Martin, Presley Smith, Ambrose 
Dudley and Tom Curtis attended the fu- 



over her father's home, she came to Belle- 
wood to control and manage its financial 
and domestic affairs. Her success there 
exceeded all expectations, and to her tal- 
ents, her refinement, her beautiful Chris- 
tian life much of the splendid success of 
Bellew-ood is due. Her death at this time 
is a great loss to that institution and to the 
Presbyterian church in Kentucky. She 
had consecrated her life to the caute of 
female Christian education. Her whole 



Dry Goods, Notions, 
Ladies’ Uderwear, 
Gloves. 






neral services of Col. L. D. Baldwin, at soul had bten placed in this work. 



Nicholasville on Friday last. 

Mr. Wm. Crutcher, late of this place 
and son of Elder Sam Crutcher, has taken 
the first honors ol his class at the Phil- 
adelphia School of Pharmacy, the best 
school of pharmacy in America. 



women possessed so remarkable a combi- 
nation of remarkable qualities. She was 
dignified, gracelul, cultured, thoughtful, 
patient, firm, kindly, with a full comple 
ment of the proper emotions. Her whole 
career was one of self sacrifice and useful- 
ness. Her life has been a beautiful exam- 



THAT IS NEW AND DESIRABLE, 



Mr. and Mrs. Leslie Combs and Mr. 



health. 



nesses bad. Witnesses did not see any 
bot t le. 

A Concert. In a minuteor twoMcCreary returned . 

There will be a concert at the Bip- «*•«»« and bad a bottle ia bis band. He 
list church ou Thursday ( 24 ) Thanks- P 8 * 8 ^ ^mann, Lester and Walker | 
[giving night tor the benefit of a poor H,,d * alked U,ok iuto di " l,, K 
[young nisii who to trying to educate rt>,,,u Asked for a sandwich and glass 
liiiusell for tbe ministry. The concert « H,J Kai ' 1 wanted to drink in there 
"ill be given under tbe management Zto«“ a, *«. outnide, traard Me 



riciiilling’s baud and was cut. His hat Robert Swigcrt, of Lexington, Mrs. 
went ofl ; he was pressed sidewise over Bennett Young, of Louisville, the Senior 
tlie railing, and drew the pistol c j ass 0 f Bel! wood, accompanied by the 



and walked buck into dining- 
room Asked for n sandwich and glass 
and said lie wanted to drink in there. 



tiie railing, and drew the pistol 
with his right hand and fired. Mc- 
Creary walked acnsiH tlie street, then 
returned to French's where Hugo 
Engel washed the blood from his hand 



h’f "to- C. D. Clieuault. Mias Harrie 
Miller aud Mre. Samuel Bennett 
sre to be the leading sopranos, and our 
very l>est local talent will take pail 
hi tlie concert. Sftcto. will ‘las charg- 



Creary and said lo Schilling. “Don’t let 
him have a glass.” Schilling said, 
“You heard what tattler said. You 
can't have a glass. Get out " of here " 
McCreary said, “You cau go to hell;” 
left, followed hy Schilling. Miss 



*d for adults, 25 cts. for children. It ! * pf, » followed hy Schilling. Mis* 
is to he a mu-ical treat, as well as for : Scliilliug said to tier brother, “Let him 



dining- au d faee. He asked French to go look 
d glass f or |,i 8 b at and see If he could Hud a 
ii there, knife on the pavement. Never used 
I'd Me- abusive language to Schilling. Never 
i.ui’t let t„id ititn to “come ou” after leaving 
? said, j be floor. McCreary said lie knew 
I You Scliilliug to be much stronger than he, 
iiere ” ali d knew his. reputation as a danger- 
obeli;” ous man. At the time of the shooting 
Mis* lie believed himself to tie in danger ot 
aet him deal It or great bodily harm. 



must commendable object and all 
rrsoua who possibly cau, should at- 



killwl at Irviae. 

I)C|>uty Sheriff Wages, of Irvine, 
"a* In Richmond yesterday, and aaid 
^hal on Monday Hal Cockrell shot aud 



(meaning McCreary) alone; don't do 
anything to him; and (lieu 
beard McCreary say ut door, “You 
heard what I said.” Here Misa Schill- 



Clelland testified 



inu tlreu. Me- f\ij 1 corps of teachers, and Dr. E. W. 
lie street, then Bedinger and Prof. Morrison, attended 
where Hugo the funeral of Miss Pauline Breck. 
from his hand 

, . , . A number of Richmond people attended 

rnch to go look , 

, , ,, . .the uiveilingot tlie UreckinriJ _jc monu- 

e Could Hud a , * 

j- .1 ment at Lexmgtan last Wednesday, 

. ' er *' S 1 among whom were Col. Wm. M. Irvine 

, , Mr. and Mrs. Hugh L. White, Mr. and 

after leaving ^ w R ^ ^ 

said lie knew , hj# d hl MUs Florence s s p arkes 

onger than he, „ „ .. , . ’ . 

B. B. Million, Senator John Bennett, Mai. 
i as n danger- ' . „ , . _ .. 

, , , A. J. R.cJ and Dr. n m. Jennings, 

if tlie shouting J J b 

e in danger of \ Mr. John Crooke returned Thursday 

Tin. i from a trip to the Altamont and Lilly coal 

substance the mine* on the Knoxville extension of the 



She was buried in the Rich- 
mond cemetery Friday afternoon at n&IH 0 Cl. 

3 o’clock, where a great number of 

friends gathered to pay the last respects to 

their friend. The floral tributes were 

beautiful and the one given by the young J u L v, 3 ' t ^ 

ladies of Bellewood, representing a broken _______ 

wheel, was symbolic of the feelings at 
Belie wood. 



-m THE- 



GEO. M. WILLGING. 



same us McCreary, so fur as he was 
with McCreary. 

Hugo Engel testified to washing 



ing lost sight ot her brother. Miss blood from baud and face ot McCreary. 



Scliilliug said that Cieiiaud sat down 
at the table, but Ziemann said lie did 
not. Miss Scliilliug said that McCreary 



“Buster” Fife, colored, said he saw 



L. Si S. railroad. He visited Knoxville, 
where he met Dr. R. N. Kesterson, who 
says he is doing splendidly. At Chatta- 
nooga he mit Dr. J. I. Ashbaugh, who 
says he has a large practice. Mr. Crooke 



Don’t fail to call on Armer for every 
thing iu tltr jewelry line. nlfllf , 

Examine tlie liue stock of Stationery 
at Stockton’s A Willis’. 23 mvlt. 

New stock of Palmer. (>iebnited 
Toilet Soup* at Stockton A Willis. 

23 i. 1 t. 



Armer is giving some nice bargsina. 
Go and see his line sftick. nlfitf 

Nothing but tlie Pur st and Best 
Drugs used in our Prescription Dej 
partineiit. Stockton A Willi*. li’Jnlt. 

l.-trgest Purest mid Best Slock of 
Drugs in Central Kentucky at Stock- 
ton A Willi*’. 23 lilt." 



5 CRJSNER 5 

MAGAZINE [ 




MAGAZINE 




plyes its readers literature of lasting Intcr- 
vJl^ -est and value.it is fully and J>cautifuljy 6ei] 



toOfeim Illustrated and has already gitnad a more 
than national circulation exceeding’ 123.QOQ 
copies monthly. ^ <+ vc 

•PRICE 25 CENTS ’A NUMBER- YEAR-\ 



man hold of McCreary. McCreary » a .vs things are booming at Chattanooga 
eked to railing and man had him 1 and every other building is a real estate 



backed to railing and man had him an(1 1 
luslautly killed James Ameling and [ on the second visit asked for a glass, iu tlie collar shoving him over the o®ce 
knot at Eiihu Kerby, tlie ball passing and Ziemaun said that lie asked for iron railing. Man’s right hand was 
through liU hat. The trouble grew out both sandwich and glass. Walker, raised, and somebody said “keep back | 

Df au attempted arre*t by Deputy Blount aud Lester did not hear either ofl me” and a pistol fired. Was then 
N.erifi Mat Cockrell, of a man named McCreary or Clellaud use abusive lau- sent for a doctor. 

(Puckett. Cockrell i» a son of the late guage to Scliilliug. They heard Zie- Geo. W. Maupin, Jailor, said that 
Senator Harrison Cockrell, aud is the maun say something about a hog peu. he had a conversation ou the day after 
•■auie who had a battle with a man Lester heard McCreary, a* he left sec- the shooting, with Zeimauii, and Z. 
rahile the river was between them, ond time, tell Schilling to “go to lied.” said he heard McCreary say to Scliill- 
pmd killed tlie man’s horse as it stood Ziemann said that a* McCreary went ing as they came out the door, that he 
behind the uiau. Ameriue married a out the door he used very didn’t want to be called harsh 
daughter of John Reed, of the Red abusive language and put ills names. Zienian stated that he did uot 
H«u*e, and sister of Mrs. H. G Baxter, hand behind him. Schilling struck at j make that statement, 
bf this place. I McCreary. McCreary stepped back, i M. V. Barlow, J. B. Willie, Poet- 



The Dnaestic at Arner's. I with ft\CS 5 TS. J 

The ladies win be piea*ed lo hear Charles 5 cribncrJ? Jons the Poblishcw cnabTe ua I 

tliatour enterprising jeweler, D. P. _ ^ t® offci* 5 CRIBNER *5 MAGAZINE With the f 

Ahmeh, lias sd.led to his stock tlie ** * irm ■" 1 1 ‘ ’■™ l "mi" 

celebrated Domestic Sewing Machine SCRIBNER and THE CJLIMAX ONE YE A R, $4.00. 



RELIGIOUS. 



Lester lieard McCreary, a* lie left sec- 
ond time, tell Schilling to “go to bed.” 
Ziemann said that a* McCreary went 
out the door he used very 
abusive language and put his 
hand behind him. Schilling struck at 
McCreary. McCreary stepped back. 



They heard Zie- Geo. W. Maupin, Jailor, said that ! , 

g about a liog peu. he had a conversation on the day after ( ot ,ke *" 
ary, a* he left sec- the shooting, with Zeimaun, and Z. ; old , pu 
ing to “go to hed." said he heard McCreary say to Schill- i evemn g 
t a* McCreary went ing as they came out the door, that he I There 
he used very ! didn’t want to be called harsh ! church < 
and put hi* names. Ziernan stated that he did uot As the < 
Schilling struck at j make that statement. ! the scrv 

ary stepped back, j M. V. Barlow, J. B. Willie, Poet- 1 ment an 



* with tTie new wood work and entire 

lot of new attachment*. The Domes- 
Elder C. K. Marshall, formerly pastor jj c M a( . b | ne undoubtedly the srtir 
of the Christian church, preached from his ^ , eads tbem ( ; M || and eX!lmlue 
old pulpit on Sunday morning and them. Any oue wlro wants a useful 
evening. Christmas present for a lady friend 

There will be services at the Episcopal should see the Domestic. Second 8t., 
church on Thanksgiving morning at 10:30. opposite Court-house. He also keeps 
As the church is supplied with a furnace, needles for all makes of Sewing 
the services will not be held in the base- Machines, and the beet of Machine 
meat any longer. Oil. lflnovlt, 



* ^ J“ d MUTABLE ENGIKE3 of all sixes. Th* famous, 
bIvOLVIKG I^W^ACKKB6^dEA'W^£I ar ' **“ \ 



. DRY GOODS LINE 

they sell at the same prices you have to 
pay for the same Goods 

IN ANY EASTEE.1T MARKET. 

You cannot buy in New York or Philadel- 
phia the Goods they handle at lower 
prices than Crooke & Sou ask. 

Cloaks and Jackets in Large 
Variety. 

GO AND SEE THEM. 

26 oct tf. 



kcfcmorul. 
Indiana. ' 
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MOLDING A HORSE. shook* evidently being eutirolf' at the 

1 will of ttic strange electrician. The ♦ 

A '•««* small Boy Will Per- torpedo is niet with frequently along i 
form Duty. . > tHe' Atlantic roast, especially along | 

otter day Withe Green, one of ^Georgia ,»ort.nn of il 
Falls Mil boys, was left bf h.s A DAlartlia , t ouce miuie 8 >me iatpr- | 
,*• hold »>i* horse, winch was at- ^ ling exp ?rinieaU> one of which Tas 1 
1 to a carnage in front of the tbe appi;^;,,,, 0 f a, e telephone to 
family residence for a few a torpedo to see tf tha shoe*- gave aw I 



How the Avsraft SuaIV Boy Will Per- 
form TWi PlewMt Duty. / A 

The other day Willie Green, one of 
Sioux Falls' small boys, was left bt his 
father to hold his horse, which was at- 
tached to a carriage in front of tbe 
Green family residence for a few 
minutes. If you hare never watched 
a small boy ltold a horse you have 
missed a good deal. 

Willie began by taking the strap in 
both hands, planting himself firmly in 
front of the animal and gazing into his 
fape with a determined, defiant look. 
He was somewhat surprised that tin 
horse remained perfectly still and 
evidently had no intention of making 
the violent plunges for fieedom which 
he had expected. Just then another 
boy came along. 

••Hello, Skinny!’’ said Willie. 

“Hello, Bill!” rc]died Skinny. 

*Tm holdin' this horse.” 

“Think 1 can't see nothin’?” 

•T’bet he can’t get away while I got 
holt of him either!" 

“Does he bite?” 

“Si*!" 

“Kick?” 

“Nope. Only once he did kick — 
kicked pa through the barn door. 
But I guess pa didn't hnow howto 1 
handle him. He never kicked at 
me.” 

•■Course not. Yon ortcr see my dad 
handle a boss.” 

“Oh, eracl^v! Bet your dad don’t 
know half's much ’bout a horse as 
mine. This horse 'u’d kick tbe day- 
lights out o' your dad in less’n a 
secon*.” 

“Wouldn't either!” 

“Would, too!” 

•■Say, why don't you hold that boss 
if yer trvin’ to?” 

-Ain’t I?” 

“Naw, y’ ain’t! A baby could hold a 
boss when he wa'n’t doin’ nothin’. 
Bet y’ das' n't tickle his for’ard legs 
with a straw.” 

“Bet I da’ st!” 

“Coward!” 

•■There I done it " 

Then Willie reached out and again 
carefully moved a straw up and down 
the horse's legs, looking up occasion- 
ally and noting with pleasure that the 
horse was beginning to move his ears 
and act uneasy. 

“Whoa, Cap’nf’ said Willie. 

“You wanter jerk him when he acts 
that way,” explained Skinny. 

Willie accordingly jerked the strap 
and continued to tickle him with the 
straw to get him accustomed to it 
Then Skiuny came closer and began 
punching him in the ribs with his fin- 
ger. Tbe horse shook his head. 

“Whoa, you old fool!” commanded 
Skinny, “you’ll find I ain't no boy!" 

“Take that!” said Willie, as he gave 
the strap another jerk to show that he 
was no boy either. 

• Say, Bill, he's used ter yer ticklin' 
his fore legs — try it on his hind 
ones.” 

“You!'’ 

“Coward!” 

“I ain’t either — there!” and Willie 
got back the length of the strap, and 
in front of the f >rwanl carriage 
wheel, and began the tickling opera- 
tion on the legs indicated. The horse 
switched his tail and started up. 

“Whoa!" yelled both the boys, and 
WITlie jerked on the str.ip and got his 



FACTS FOR FARMERS.* 

— Viter* arc 134 breeds of oattle. 

— Thh water ter horses should be aa 
pure as can be obtained. 

' — The bones of a well-pred, high- 
fed feg are said to represent only one- 
twentieth of its gross weight. 

—Every time it rains the dusting 



audible sonud. Such proved to be tlie j places of the hens are hardened. It is 
case, a short, low croak accompany- J a good plan to spade up the soil where 
iug moderate excitement, the >li»- “the hens are In the habit of dusting. 



HOW TO LIVE LONG. 

Why Irvblen.ai I. not in Erary Com tbe 
NeesMlty or Old Ago. 

The desire for a long life seems to be 
a part of the instinct of humanity. 

| Sometimes it does not seem to be at all 
modified by the prospect of continuous 
and severe suff -ring. Bit in the de- 
sire of a long life we surely should In- 
clude the desire for a healthy life. The 



dat somebody sots his foot down. De 
man who aims twentv-five dollars per 
week has somehow got de idcah into 
his head dat de world expert! him to 
dross his wife as if hs air o l a bank- 
er’s profit*. W vci of men who can’t 



LOCAL DIRECTORY. 

LODGE DIRECTORY. 



Rich?nond Lodjff, No. 25. m€tis and 



keep up w.d d ir house rent am can- “ ,,d 4 lh 1 ‘^HPEED^MmL W. M 
terin’ up an' down wid, sealskin n . K s ,. rre t a rv. 



charge lasting about one- lifff enlh of a 
second. When the fish was greatly 
excited the croak became a groan, 
sounding. it was said, like the 
tonality of mi. and occupying four or 
five seconds. When the attention of 
scientific men in England was first 
called to the tt»r|>edo fish, Dr. Walsh, 
F. R S., amused himself and scientific 
Loudon with one of these fishes after a 
series of experiments at the lie de Re. 
The performances took the form of 
piscatorial seances, and it .became the 
rage to take a fish shock. Woadrous 
medicinal virtue was luwribed to it, 
and the demand for torpedoes brought 
a rich harvest to the fishermen. Their 
use in medicine, however, was not 
new. as Diseorides, the physician of 



accompany- 1 a good plan to spade up the soil where i 

nt. the “-the hens are In the habit of dusting. I q»«Uon of how to l.ve in a physical 
tifW'enth of a i so ns t* provide them with fine dfj I »en^ therefore beeom -. a subjoctfor 



I so ns to .provide them with fine dfy ■ 

I dirt. — Troy Timet. 

— The improvident farmer is often 
, one who frets, crowds and is in ter- 
| rible earnest throughout the entire 
i year. but. a large fraction of his profits I 
go to waste through misdirected en- 
I ergy. — Ilural Sew Yorker. 

— Hogs are excellent gleaners of 
wheat fields. We have never observ- 
ed any ill effects upon the animals if 
there is plenty of clover and water as 
well as some wheat in the field. 
Sheep, on the other hand, we should 
hardly care to trust on the stubble. — 

| SI Lotus Republican. 

— S ore beets, carrots, parsnips and 
[ turnips in bins in the cellar, and pack 
them in dry sand or earth, and they 



Antony and Cleopatra, is said to have i wil , kpep we J| for winter use . 



made use of th'iu. 

Dr. Walsh's method was to place a 
living torpedo upon a wet towel; from 
a plate he susp >nded two pieces of 
brass wire by means of a silken cord, 
wilich served to insulate them. Around 
the torpedo were eight persons stand- 
ing on Insulating substances. One 
end of the brass wire was supported 
by the wet towel, the other end being 
placed in a basinfu l of water. The j 
first person had a finger of one band j 
in the basin and a finger of the other 
hand in a second basin, also full of | 
water. The secotsl person placed a | 
finger of one hand in this second basin 
and a finger of the other in a third 
basin. The third person did the same, 
and so on until a complete chain was 
established between the eight persons 
and nine basins. Into tbe ninth basin 
tlic end of the second brass wire was 
plunged, while Dr. Walsh applied the 
other end to the back of the torpedo, | 
thus establishing a complete conducted 
circle. 

At the moment when the experi- 
menter touched the torpedo, the eight [ 
actors in the experiment felt a sudden | 
..hock, similar in all respects to that j 
ccflomunicated by the shock of a Ley- ( 
den jar. only less intense. The torpe- - 
do was then placet upon an insulated 
•supporter and communicated to twen- 
ty jiersons similarly pi acini from forty 1 
to fif'y shocks in a minute and a half, j 
Eai-h effort made by the fish was ac- | 
! companicd by a depression of the eyes, , 
j which were slightly projecting in their | 
natural state, and seemed to be drawn 
within their orliits, while the other 
parts of the body remained i mm ova- j 



method will enable the farmer to use 
them at any time, which will not be 
the case if they arc stored in mounds 
in the open air. — Troy Times. 

— Forty years ago, while a boy on 
the farm, some tamarack posts were 
set. I find that posts cat when the 
tree could be easily peeled lasted much 
lunger than those cut at other seasons 



careful stmly. It is all the more im- 
portant because the conditions change 
with tlie change of age. It will not do 
♦o apply the method* of infancy or of 
early life to middle life and old age. 

The great inclination of youth is to 
exercise. 1 lie free use of the body up 
to tbe extent of its powers is not only 
the means of acquiring more power, 
but of retaining what we have. So we 
are to insist upon it that all through 
the growing period of life the j 
law of activitv prevails. Thero is no 
substitute for it. This tends to pro- 
long the period of growth. Some have 
contended that the longer this period 
can be made the more likely is long 
life to be secured. Animals that live 
long are generally slowest in reaching 
their fullest perfection. Food at the 
early periods needs to have special 
reference to construction. Hence it is 
that milk and eggs and all the various 
foods are relished in quantities. In 
childhood, the healthy appetite ac- 
cepts all of the various forms of food. 
There is growtli. energy and much 
constructive force, and so all of the 
food elements are needed. Later on, | 



terin' up an' down wld^ sealskin 
sncqiica nn' six-dollar shoes. Wives 
of men who h ive to dodge do butcher 
an’ grocer an’ taib*r am now selectin’ 

! fail carpe’s an’ orderin' thirty -dollar 
lambrequins. Wives of men who 
couldn’t raise fifty dollars at de bank 
to save tier tu cks am maltin' to balls 
an’ parlies an’ having <leir expensive 
dresses discribe 1 fur de benefit of de 
public.” 

"Dj so-called society of do aige am 
composed of false hair, false pretenses, 
debt-d' dginjpan’ base decepshnn. Our 
rich people am dis ingniibed by deir 
I plain dress an’ qniet manners. Dc 
snides an’ dudes an’ dodos do nil de 
swaggerin’, rash on all de colors, an’ 
monopolize de biggest sheer of de 
street Yon wait! Dj man who lives 
fur anoder ten y’ars will h’ar sunthin’ 
drap, an’ arter de drap takes place de 
thousands of idiots who now feel 
ashamed to admit dat dey doan’ keep 
but two servant gal* in de house will 
go back to deir cook stoves an’ wash- 
tubs, an’ take deir proper places in de 
purceshun .” — Detroit Free Press. 



FASHION’S FANCIES. 



B. J Newlon. Secretary. 

Richmond R. A. Chapter. No. 16, j 
meets 3rd Tuesday in each month. 

W.’F FRANCIS. II- P- 

D. P. Armer. .-vecrctary. 

— 

RICHMOND COMMANDKRY. NO IO. 

Regular meeting font Tuesday in each 
month Visiting Sir Knights are^ourte- 
ously invited to attend. 

J. SPEXD SMITH, 

Eminent Commander* . 

D. P. Armer, Recorder. 

Madison Lodge, No. 183, at Kirksville. 
meets Saturday evening before the full 
moon in every month. 

T. E. SHANKS, W. M. 

J. M. Smith, Secretary. 

Kingston Lodge, No. 315, at Kingston, 
meets Saturday evening bclore the full 
moon in every month. 

JAMES M. BOEN, W. M. 

J. C. Witt, Secretary. 

Waco Lodge. No. 33S, at Waco, meets 
ath Saturday in every month. 

D. G. MARTIN, W. M. 

W. T. Fielder, Secretary. 



— ... ... I John D. Hamilton Lodge, No. 57S. at 

Some New Thln «* E * pec tat 1 y 1 >«• I en ed jj ( Cit „ meet6 2nd Saturday in every 
Cor the Last pays of Summer. th- JOHN HILL, W M. 

il,A tmtn LnmiT mi l_d rvrxr 1 roccpa _ J 



of growtlx Posts that were piled up the person, if wise, comes to study 
in an open square for a year had their food and exercise with reference to the 



for the Last Oaji of Summer. 

For the time being out-door dresses 
in lawn, percale and other thin, sea- 
sonable textures seem to be made up 
for tbe most part in simnltation of the 



durability still further increased. This j kind of exertion that is to bo putforth. tailor-cut garments. The trimmings 



kind of wood has been known to last 
three thousand years in a dry placet. — 
Farm and Home. 

— The draft-horse interest is increas- 
ing all over the country. Importations 
arc increasing beyond alKprecedent, 
notwithstanding the higher prices all 
over Europe for draft horses good 
enough for the American trade. The 
demand here calls fur more horses, 
and to supply all our importations are 
increasing and many new importers 
have enters l the field this year. — Cin- 
cinnati Times. 

— Petroleum is now used to generate 
steam in boilers used to run steam 
threshing-machines. The danger from 
sparks iu t lie use of wood and coal in 
tbe vicinity of great quantities of com- 
bustible matter is very great. The 
petroleum fires give forth no sparks, 
and will, therefore, much reduce the 
hazard of barn-burning at threshing 
time. — Chicago Journal of Commerce. 

— The successful horse breeder will 
not rely or any uncertain resources 
fur his supplies for his valuable stock. 
II ; s grass will not often fun too Tow. 
his liny w ill be in ample supply, grains 



only one of the two organs °! various kind*, oats mainly, bran, 

* . p n I YT* A -L - J. 



were touched, in place of a strong and 
sudden shock, only a slight sensation 
was experienced — a numbness rather 
than a shock. The same result fol- 
lowed with every experiment tried, 
i The fisli was tried with a non-eonduct- 
; ing rod. and no shock followed; glass 
j or a roil covered with wax produced no 
effect: touched with metallic wire, 

a violent shock followed. A Boston 
physician iu makitig experiments with 
a powerful fish was several times com- 
pletely floored, and when at a distance 



oil meal. etc. His groves for shade, 

open she Is, hay sheds well filled, his 
ample barns with roomy stalls, light, 
airy, bat warm, ample supply of roomy 
box stalls, will enable him to secure 
the comfort of all his varied stock at 
all seasons. — Cincinnati Times. 



MEAT FROM 



STEER. 



Fac ts from Which Fanners ac Well as Cl tj 
l’eople Cau Drew Lctsonf. 

The following will partly answer 
several inquiries from readers, as to 



back agaiust the wheel The horse cr\.r t i, e shock was so powerful that he 

J • ... I ! . . . . * . . 



of twelve feet he struck a li-li with a what ts done with beef cattle after they 



stopped b it actcl uneasy about it. 

“That boss'll get awav from you j 
yet; tell you w hat. BUI, tbe way to 
hold a boss is to tie a strap ’round yer > 
wrist and then he can't get ’way!” 

So tbe strap was securely tied , 
around Willie’s wrist. Then Skinny 
took the whip out of the carriage aud 
stood on the sidewalk and began j 
cracking it. 

“Keep a-ticklin’ his legs. Bill!” di- i 
reeled Skinny, “we’ll get fhe old fool 
used to ’citement!” 

Tbe horse started np several times 
and came near dragging Willie with 
hint, but gradually became accustomed 
to the boys and quieted down some- 
what, 

•■Tell you what, Skinny, he’s gettin’ 
used to it.” 

••Course. Best thing in the world 
for a boss. Say, ju know what’s the 
matter?” 

“Nope.” 

“If the hold-back straps should break 
some time when he's goin' down hill 
an* the buggy run onto him be might 
get scart au’ kill somebody.” 

“What you goin' to do?” 

“We ortcr train him so he won’t be 
scart wheu the straps do break.’’ 

“Less do it!” 

“All right, von take this stick an’ 
rattle it all ’round his hind legs an’ on 
the v/biffli-trees an' everywhere an’ Fll 
stand with the whip an’ if he tries to 
rnu I'll hit him a couple o’ cracks 
that'll make him glad to stop.” 

Skinny handed him a piece of board 
four or five feet long, and was picking 
up tbe whip again when he noticed a 
difficulty. 

“Say. Bill you can't handle that 
board right with one hand.” 

“No; — von tie tbe strap to your 

hand." 

“I know a better way’n that — tie it 
'round your neck, then lean have both 



could not release his hold. 

Quite a number of electric fishes are 
known, of which the South American 
gym 11 ot ns is nmloubtedly the most 
powerful. It is said that they are 
caught by- driving wild mustangs into 
the water, the fish exhausting their 
powers upon them, often fatally. The 
torpedoes an; theu captured by the na- 
tives. 1 1 all nine different sjiecies are 



i reaclt Chicago markets, how sold, etc. 

The cost of sending cattle varies with 
< the locality nnd distance, and each 
reader can learn that at his own ship- 
1 ping point, nis not receipts will be 
what is left after paying freight, yard- 
age and ootnmisdon. The price varies 
greatly with the quality. We propose 
j in this talk to confine the figures to 
| one particular grad ■; to follow them 
[ through all varieties would lie an end- 



The in-door life, even if it be one of 
toil must not be dealt with as is the 
out-door life. Sedentary call ings mast 
have some relief by • x -rcise in the open 
air if the same food supply is used. 
Now is the time to study the tendency 
of the system. If it is to leanness oa 
the one hand, or plethora on the other, 
tbe fact should govern the diet. There 
are some senses in which the adage is 
true that a man is either a fool or his | 
own doctor at forty. By this time he 
has come to appreciate some laws of 
his own constitutio 1, and to havosome 
experience as to his tendencies. If 
under good self-control, he will heed 
these lessons. Not unlikely he will 
need to consult, now and then, the stu- 
dent of disease, but he does it to ob- 
tain his opinion on the basis of his 
own experience. He takes him into 
consultation over his life, in order that 
he may be helped In deductions there- 
from. The law of pliability or adjust- 
ment must bj studied and practiced by 
himself. 

Most of those who die between [ 
twenty-five snd sixty, unless they die 
by accident, die by some indiscretion. 

It is the over-indulgence of appetite, 
or the neglect of food when needed, or 
the overstrain of business, or exposure 
to changes of temperature without 
corresponding changes of clothing. I 
Most people of these ages are con- 
scious of the error after it has been 
made, or others are ro scions of it for 
them. Without undue captiousness 
we can note changed conditions and 
adapt ourselves thereto. Multitudes 
die prematurely by reason of an indis- 
cretion which might have been easily 
avoided. It is intelligent caution that 
saves sickness, and this caution ought 
to I e in possession and exercise before 
middle life. It is so much easier to 
prevent serious sickness than it is to 
secure recovery from it. Hence it 
is that so many that are deficient in 
vigor in early life outlive the vigorous 
and the careless Necessity compels 
them to study their changing condi- 
tions of health, and so teaches them 
the benefits of adaptiveness to condi- 
tions and circumstances. 

After middle life it is always to be 



of these dresses are generally flat, ex- 
cept on the front of the corsage, which 
are usually more elaborate and prom- 
inent The bustle, however, is ex- 
tensive — in fact, too much so to be j 
within the confines of artistic taste. 

Some exquisitely beautiful tints are 
now offered in soft woolens. Notably, 
the most delicate browns with chequer- 
ing stripes of greenish hues, navy 
blue with pink, not merely in the two 
colors, but in various shades of those 
colors. Mastic is very fashionable, | 
striped and chequered with fifty tones j 
of the same color. 

As to the spotted fabrics, there is an 
endless variety of th;m, with “all 
over" tiny embroidered sport on a 
plain or chequered ground; or the 
spots are grouped to form patterns, 
and are frequently in as many as three 
colors. 

Evening toilets, composed almost 
exclusively of ribbons, are also among 
the newest things out, aud aro exceed- 
ingly pretty and dainty. 

Particular liking is apparent toward 
marquise lace, which is in special 
favor just now. Its designs are de- 
cidedly pleasing and novel. Lace and 
jet are favored decorations for black 
silk. 

Bias velvets are now selected in 
preference to satin, being quite as 
handsome and more durable upon tbe 
lower parts of the skirts. 

The tailor-miule dresses have tunics 
or overskirts of these fabrics, the un- I 
derskirt being of the same, bnt further 
figured with large stripes of different 
colors and material, down which runs 
an embroidered flower spray in natural 
tints. 

Irish poplin has already fulfilled 
what wags predicted for it, and is again 
not only in much prominence this sea- 
son, bnt indications point to it enjoy- 
ing a lengthy stay. 

Skirts of white cloth, serge or piqne 
are now kilted and box plaited, golden 
brown and white being acoorded the 
preference 

A sort of bluish gray, tan. helio- 
trope. olive and new blue seem to be 
the accepted colors in cashmeres. 

Of the colors in vogue for street eos- 



John G. Taylor, Secrete^. 

Daniel Boone Lodge, No. 454, at Fox- 
town, meet* 3rd Saturday in every month. 

SANTFORD OLDHAM, W. V . 

Jacob H. Shearer, Secretary. 

Berea Lodge, No. 617, at Beiet, meets 
tst Saturday. Wm. M. ADAMS, AV. M. 

J. C. Davis, Secretary. 

1. 0. «. F. 

Madison Lodge, No. 4, I. O. O. F. 
meets every Monday night at Odd Fello « s 
Hall.on Main Street. 

M. B. ARBUCKLE, N.G. 

L. J. Frazek, Secretary. 

Boone Encampment, N0.40. meets e very- 
first and third Thursday at Odd Fellows 
Hall on Main Street. Richmond. Ky. 

W. L. FARLEY, C.P. 

L. J. Frazee, Scribe. 

Richmond Uniform Degrc Camp No. 
3 meets second Thursday in each month, 
at Odd Fellows Hall. 

R. A. BARLOW, Captain. 

L. J. Frazee. Clerk. 

KNIGHTS OF HONOR. 

Amity Lodge, No. 415. K. of H.. meets 
everly Friday evening in Odd Fellows 
Hall at 7 o’clock. 

W. B. BENNY, Dictator. 

James Tevis, Reporter. 

CHURCH DIRECTORY. 
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Udouging to the ray family. One is a 
swordfish, another a catfish, called in 
the Nile country of Egypt “the thun- 
der fish,” and tiie third is the electric 
tetraodon from Comoro. The latter 
gives only a faint shock, but strong 
enough to probably form a protection 
from various animals . — Philadelphia 
Times. 

m » - — - 

A Railroad Detective's Chat. 

No man will dispute the fact that 
the railroad business of the country 
has come down to cold facts. The ro- 
mance that invested the old-timers has 
I departed, anil sobriety and energy 
have taken the places of drunkenness 
| and dare-devilry. Why, in the old 
. times conductors on Texas runs used 
to turn in “cash faros” aggregating 
| from 75 c to § 1 . when the trip was 
worth in cold cash all the way from 
$75 to $ 200 . A regular association 
- op-rateil ou all the trunk lines, and at 
junction points the brakomau of one 
train would unblushiugly lead a crowd 
of travelers to the conductor of anoth- 
| er road, and after telling him they 
were ••straight,” he would return and 
divide their part of the through rate. 
In this way every thing went on a 
mileage basis, each road kept i s own 
fares, and there was no expensive pro 
' rata adjustments at the end of the 
month. Spotting, checks on the 
linen, diagrams and berth checks have 
killed nearly all crooked work on the 



from $2 |mt 100 pounds live weight for 
“gras— fed Texans" of 6)0 to 700 
|K>uitds to $5 per 100 pounds for •‘extra 
beeves,” and $ 5.10 to $ 5.40 for a few 
I “premium cattle,” 

We take a 1 . 300 -pound steer as an 
example, for which the buyer pays 4 
cents jier pound, or $ 52 . A fairly fat- 
tened animal of this grade will yield 
about 4 per cent of tallow (52 pounds); 



tion has begun. The tissues are less 
flexible and less easily nourished. 
Organs have not the activity of youth. 
Some of the n have become more or 
less impaired. The safety is in recog- 
nizing the facts and treating them ac- 
cordingly. It is wonderful how the 
system often bears np under the 
partial disability ot an organ or a 
part if there is adaptation to iu weak- 



heliotrope. salmon, pink, tortoise, olive 
green, bronze and violet Monse 
colored basket cloth is also classed I 
among the fresh arrivals to the ward- 
robe. 

White foulards, showing black 
figures, lines or stripes, are increasing 
in favor, and they certainly make styl- 
ish costumes. They are elaborately 
adorned with lace and ribbon, which 
add not a little to their effectiveness. 

Linen suits, trimmed with velvet 
are looked upon with more favor for 
traveling purposes. 

Black lace toilets, about which so 
much has been said, continue to main- 
tain their superiority and are among 1 



j and 5 per cent, of hide (65 pounds), ness, and some compensation therefor, add not a little to their effectiveness. 
The dressed carcass ranges from 55 to In a state of inability each organ tends Linen suits, trimmed with velvet, 
59 per cent., according to the condi- to give to some other a helping hand, are looked upon with more favor for 
tion, say an average of 57 per cent., or They will be work >rs for each other If traveling purposes. 

57 pounds of dressed carcass to each only we are co- workers. The enlarged Black lace toilets, about which so 
100 pounds of live weight. This gives heart freed front excitements and much has been said, continue to main- 
a dressed carcass weighing 741 pounds fatigue lasts a score of years The tain their superiority and are among 
from the live weight of 1,300 pounds, j weak stomach accepts the substituted the most elegant costumes seen on our 
The 52 pounds of rough tallow at 6 digestion of the rest of the digestive streets. 

cents equals $2 60 . The 65 pounds of trnot or the outside digestion which For evening drives, garden parties 
I hide at 8 cents equals $5 20 . The head, chemistry offers. Even old age tends or evening wear at the seaside, pilot 
tongue and feet will bring 60@90 to last The natural degeneration of cloths are materials which seem to be 
cents, sav 75 cents; or for hide, tallow, tissues or vessels is too often hurried very fashionable, 
etc., $ 9 . 00 . Suppose the butcher takes forward by spells of undue exertion Adecidedpencliantisa!soshownto- 
tliis amount for killing, dressing, tak- or by too constant repose, wbils good ward lace flounces, which now adorn 



hands to swing the whip if he should I sleeping-car systems, but the most ef- 

w * « *.• 1 1 < 1 « .t 



ing care of and selling the carcass, I food is ne 
and bis profits. The carcass would than in mi 
cost the .retailing butcher $41 or 5 j ror in thi 
cents per pound. foods. Tb 

Hardly two butchers would cut up a onr more r 
carcass in exactly the same way. but thus that 1 
an avetavge from several. Chicago ■•cessity 
butchers gives about the fallowing per makes tbe 
centages for the divisions of the car- himself at 
cass: Porter-house steak, 4 J per cent.; prudence 
sirloin steak, 15 per cent.; round J^ndenL 
steak. 23 per cent. ; chuck steak, 18 per 
ceuL; rib roast, 10J per cent; coarse THE 



food is needed more and frequently 
than in middle life, there is often er- 
ror in the over-use of concentrated 
foods. There must be adaptation to 
our more retired and quiet life. It is 
thus that feebleness is not always the 
necessity of age. The equable life 
makes the old person a comfort to 
himself and an example of healthful 
prudence to his friends. — N. T. Inie- 



LIMEKILN CLUB. 



start. secure remedy was auopieu uy tne 

“Yes. that's business." lwo S™* 1 companies. They have so 

“Course-trainin’ this hoss is goin’ I 1 ■“ rt a ') for scrvice ,hat lh «y 

to save somebody's life.” can cha *P ,he n " ,s oitQn «nough to 

, . ., . ... . prevent doubtful conductors or liortera 

The eud of the strap was tied around 1 i , . ... * . 

, , ... \ .... from learning their run well enough to 

Millie s neck with a knot that would . , , ... ^ 



fective reined v was adopted by the ! tneat, various, 29 per cent Apply Brother Gantm 

* 1 . J el r. A _ at «11 J _ .i _ . _ 



two great companies. They have so these figures to the 741 pounds of 
many nteit ready for service that they dressed carcass front the 1.360 ponnds 



meal, various. « per ceuu Apply j Brother Gardner Tell. About the Bo- 
thesc figures to the 741 pounds of Culled Society ot the Age. 

dressed carcass from the 1.360 ponnds I It was two minutes after the tri- 
steer, and taking present average angle sounded before the smoke in 



slip easily. Then he got up close and 
began to pound the horse’s legs with 
tbe board, and make a great noise with 
it on the thills of the carriage, and 
Skinny stood on the sidewalk and 
yelled “whoa!” The horse couldn’t 
stand it any longer and started. 
The “con pie o’ cracks" that 
Skinny gave him with the 
whip caused him to put in a 
few ex r* jumps. Willie was still hold- 
ing on — by his neck, a good, safe way 
to hold a horse, but tiresome. Willie’s 
father came out and yelled for some- 
body to stop tbe horse His mother 
also appeared ami screamed. Tbe 
horse went about half a block when a 
man who was driving an express 
wagon got <>ff and stopped him. Willie 
was released, very black in the face 
Skinny was disappearing around tbe 
corner at about tbe same rate the horse 
started off 

• ■What in the world were you trying 
to do?" said Willie's father. 

••I — I — w-w-wa’ n’t drin’ nothin’ but 
jes* boldin' him an’ the old fool begun 
to run away!” 



get ahead of the company. — Si. Louis 
Globe-Democrat. 

Independent Young Women. 

Did gir's get frosn chil.lhood the 
same business training ns boys, and 
were it clearly understood in all fami- 
lies that it is not a credit but a dis- 
credit for woman t > be idle, to hang 
helpless ou the men instead of doing 
their own work and, if neaessary, 
earning th -ir own living. I believe so- 
ciety wouid be uot the worse, but the 
better, for the change. Men would 
find ont that the more they elevate 
women the greater use they got out of 
them. If, instead of. a matt working 
himself to deith f >r his unmarried 
daughters and then leaving them ig- 
nominious y dependent upon male re- 
I larions, he educated them to inde- 
pendence. made lliem ab'e both to 
maintain and protect themselves, it 
would save him and them a world of 
j unhappiness. They would cease to be 
J jither the rivals— a very hopeless 
} rivalry — or the playthings first and 
then tlie slaves of men, and become. 



charges of retail butchers, we have, 
omitting fractions: 

Un. Per Total. 

S3 Porter House Steak (4H per 

percent,!..' St IS e KM 

lit Sirlotu Ste:ik (15peroent-)..st 1# c 17 78 
170 Round Steak C2S per cent ).. at 1240 XI » 
TS R b Roast I WVt per cent).. .at ltc 10 SJ 
133 Cburk Steak (tSper oent) .. at 9 c 11 9T 

tot Ron^b Meat, averaging at So 10 M 

S3 (3 per eeul .1 stuSnkage and 
loss on 



For evening drives, garden parties 
or evening wear at the seaside, pilot 
cloths are materials which seem to be 
very fashionable. 

A decided penchant is a!so shown to- 
ward lace flounres, which now adorn 
the fronts of skirts. 

Many of the new laces shown are 
wrought in fashionable colors upon a 
cream or pure white foundation. 

Parasols of lace are used more for 
the drive than the promenade, al- 
though not nnfrequently seen upon the 
latter. Frilled nettings and beaded 
laces, with gilded ribs and satin and 
silk parasols, striped vertically, are 
among the caprices of the moment 

A new silk glove for summer wear is 
long enough to go over the sleeve, and 
so trimmed with bows as to appear as 
if fastened by them. Mitts are not in 
tnnch request and. while they are yet 
fashionable, they are unquestionably 
being neglected this season. — N. Y. 
Herald. 
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NEW FAD FOR WOMEN. 



Cost of carcass at above........." 41 00 

Retail butcher'* remuneration 
and profit K 7 48 

If ihe reiail bu'cher docs hi# own I 

killing, he receive* whatever addition- t 

nl 4 I. ..... I. Ik. M 1 A Ur&E 



Paradise Hall would permit the mem- being neglected this season. — S. Y. 
bers to see each other. When it had Herald. 

at last thinned out Brother Gardner 

..id. NEW FAD FOR WOMEN. 

“Nicodemus Pembroke Scott, a local n< oid-F..hio-^T B.tieni., .r o« 
member of dis lodge, has crossed into onaduMUun o*m nor* la ruhioa. 

Canady and will not reappear among It is understood that opera-glass 

ua Fur de las' three months I have bags aad the dainty little plush pock- 
bin expectin’ some aich climax, an’ ets for handkerchiefs that our belles 
dis mawnin’, when a messenger in- have for the past year been wont to 
formed me dat he had disappeared, carry about with them are to bo super- 
art er failin’ in an attempt to shoot his- sede’d this season by the regnlar old- 
self wid an ole hoss pistol, I war not fashioned reticules that our grand- 
a bit surprised. He leaves a wife an* mothers use l to delight In. And, in- 
twe chill'ea an’ about fifty creditors, deed, this fashion will oertainly prove 

“What sent him off? De same rea- a charming one in many ways. A 



killing, he receive* whatever addition- T tw samerea- a charming one tn many waya A 

al profit there i*in the $9 allowed for d * 1 dat ! y workin to br, "« fashionable woman nowadays is 

this work. The prices of meat are ab ® ut *n«lder pan; !e— 1 1 e same reasons obliged to take so many Indispensable 
thosj paid by the. average consumer iu da * ® x P la ' n d * ob Mznefis articles about with her that it is abso- 

Citicagiu 1 1 suburban towns, where d *‘ •*“ lately necessary to have some con- 

therc is much competition. -ibe porter- ® ri PP 1,n ‘ d^rfforts of thousands of Tenient receptacle in which to stow 
house steak is sold the 'name as tbe “ ard * worW " '"** te secure homes bf them so that they shall be near at 
sirioin, at 16 centa Meat 1« told-too < “ Ir “*"? “trsvaganoa. No, hand. Ordinary dress pockets are bo- 

l.tWSs Vo il.o BA I you can t call it extrarafanoa: I mminif fflmiiaf A KaaI sin nrSnoinallw 



reasons dat am lately necessary to have some con- 
of thousands of venient receptacle in which to stow 



high to the consumer, who now payr f* 1 •*te»7sganc«; 

almost as much a* when the produce* “ mn ' e for ,L U P 

was gettinir $ 5(«^$16 por tekd more W 8 ^ 1 W “ j 0 ^ 

tlum now for h„ cJie. The retail Z Z . .u i * **!?' ^ 

butcher* h ua a very dim vision wheu nir . 5 ,. „ . ?.* nn 
the paper s report a decline in cattle _ ■ . , P* r 5* 

mJlJ.- W it i. * ml. tw Aro-. , WM P®? »" *<>«*« a “ l ‘«i debts 



What did you have the strap tied ; a* was originally intended, their co- 
,._i mates, eoual and vet different each 



around your neck for?" 

“It — it got so heavy I got tired hold- 
in' it an' tied it ’round my neck to rest 
mv arms !” — Dakota HelL 

THE TORPEDO FISH. 

9 _____ 

6om$ lotprvfltOif Liprrini«nt* witii Tbii 
Electric BsUcry. 

The electric apparatus of the torpedo 
fish is its defense, and is oertainty a 
good one. Its electric organs have 
been compared to the voltaic pile, aud 
consist of two series of layers of hex- 
agonal cells, the intervening spaces 
between tbe plates being filled with a 
trembling, jelly-like subs Lance, so that 
each cell can be compared to a Leyden 
jar. Evcii torpedo carries about four 
hundred and eighty of those batteries, 
the whole being equal in power to 
about fifteen Leyden jars, making 
8.600 square inches charged to the 
highest degree The upper side of the 
fish is positive, the lower negative, the 



mates, equal and yet different each 
sex supplying the other’s deficiencies, 
and, therefore, fitted to work together, 

1 not apart for the good of the world.— 

I Forum. 

^ 0 » 

— E. H. Vinson, of Peola, In., was 
' riding across the country the other 
day unarmed, when he came upon a 
big black boar. He was bound to 
; have it and so started to drive it be- 
fore him until he could get a gun, and 
did no for throe miles. While pa-sing 
a house the bear went into tlie hog- 
pen to rest nnd tlie woman of the 
house came out with an axe and 
butcher knife to slay the bear, but Mr. 
Vinson told her that it was dangeroas 
to go near hint so she returned to the 
bouse. Af;cr the bear had rested he 
started on again, only going about 
half a mile further, when Mr. Vinson 



tiie papiy s report a decline In cattle , 

markets; but it is a rale that does not handin’ oh 
j work; both way a ■ ' ehande to , 

In fespoRtako our protest against It 

the high rates, some butchers claim w if e was ^ 
that their rent, ice, delivery wagons dress, 
and men. loss in trimming, in meat dollar bat i 
spoiled on their hands, in bad ao- no peg^e ( 
counts, etc., leave them a very small h er . j n g j 
margin. How then did they live when high-toned 
paying $5 13$ 15 more per carcass? felksca It 
, ill " losses are but trifling. Most of better bout 
j them weigh ihe 8 eaks before trim- mj’ CMe _, 
tilings off corners, extra tallow and room. In 
bone, an I even utilize some of this have a blac 
waste M at in danger of spoiling , bun 
goes into the "corning” tub. Readers her tee!, 

who de|>end upon the butciier can. “Dat too 

with tbe above figures as a general De husbant 
guide, demand a fair rate on what behind, his 
they purchase Farmers can learn his wife wi 



hangin' ober him, bnt heah was. a 
chance to get eben. How was it Im- 
proved? In less dan one month Me 
wife was rigged out wid a tweuty-dol- 
lar dress, twelve -shillin’ kids, a five- 
dollar hat and an opera fan. He had 
no peace ob min’ onless he obeyed 
her. In six weeks she became too 
high-toned to wash an’ iron fur oder 



coming almost obsolete, principally 
because modistes will persist in put- 
ting them in such out-of-the-way 
places that it is impossible to gala ac- 
cess to them. Who has not 
seen some unfortunate woman 
in the m'dst of a crowded 
assembly, a theater, or a street car, 
for instance, rise from her seat and 
perform alt sorts of acrobatic contor- 
tions in the vain attempt to find her 
pocket and extricate therefrom her 
handkerchief or smelling bottle? 
Every body will surely welcome our 
grandmother’s reticules a* a pleasing 
change. Of course one must possess 
*s many reticules as gowns, satin and 
silk ones to match evening toilets and 
others of more sober cast for shopping 
purposes. They may be ornamented 



MADISON COUNTY DIRECTORY. 

CIRCUIT COURT. 

Judge, J. R. Morton. 

Commonwealth's Attorney, C-J. B rout- 
ton. 

Master Commissioner, J. R. Burnam. 
Clerk, W. H. Miller. 

COMMON PLEAS COURT. 



ming» off corners, extra tallow and room. In three months she had to DurDosea The* 

bone, an 1 even utilize soma of this have a blsek silk dress gold bracelets. witttU^ and flower ter^ Jr f.Tth ** 
waste. M at in danger of spoiling a tony bonnet, kkl shoe, an’ gold fillW ‘ ^6 11 ^ mar coTtlln ^v th nt ^ 
goes into the "corning” tub. Reader. , n her , ; * *2 handkerchiefto the *lltest 

wbode|>end upon the butcher can “Dat foolery has reaped its harvest, design in enamel bonbon boxes. At 
w.lh tbe above figures as a genera^ De husband found dat he was runntn’ any rate, every woman of taste wilt 
guide, demand a fatr rate on what behind. Ids home was bein’ neglected, admit that from an msthetic point of 
they purchase Farmers can learn hu wife was bein’ gossiped about, an’ view anv kind of reticule, even one of 



Judge, T. J. Scott. 
Master Commissic 



TIME OF HOLDING CITY COURT. 

First Saturday in every month. 

COUNTY OFFICERS. 

County Judge, J. C. Chenauit. 

County Clerk, Thomas Thorpe. 

Countv Attorney, J. A. Sullivan. 
Sheriff. N. B. Dealherage. 

Jai, or, George V Mauptn. 

Coroner, Alexander N orris. 

Surveyor, B F. Crooke. 

Assessor, John W. McPherson. 

Supt. Public Schools, Mrs. Amanda 
Million. 

CIT» OFFICERS. 

City Judge, II. C. Rice. 

City Attorney. A J. Reed. 

City Collector, R. A. Barlow. 

Citg Clerk, Wm. G. White. 

CITY POLICE. 

J. D. Feeney and J. A. Mershon. 

CITY COUNCIL. 

J- D. Mitchell, Mayor. 

First Ward, J. Stone Walker. 

Second Ward. G. W. Evans. 

Third Ward, Owen McKee. 

Fourth Ward, f. W. Caperton. 

JUSTICES OF THE PEACE, CONSTABLES, AND 
PLACES AND TIMES OF HOLDING 



MONTHS FEBRUARY, MAY, AUGUST AND 1 

NOVEMBER. 

Richmond District. No. 1 D. P. Armer, 
at Court House, 3rd Wednesday. Wm. - 
Willis, at Court House, 1st Saturday. I 
Lyman Parrish, Constable. 

Foxtown District. No. 2. G. B. Million, 
at King’s Store, 3rd Monday. Richmond 
Kanatzar, in Buffalo school house, 461 
Saturday. J. S. Chenault, Constable. 

Union District, No. 3. Albertis Parks, 
at Union City, 1st Saturday. John A. 
Turpin, at Dovlesville, znd Saturday. R. 
N. Lanter, Constable. 

Elliston District, No. 4. Wm. Benton, 
at Waco, 2nd Saturday. John W. 
Moores, at Waco, 3rd Saturday. Charles 
Oldham, Constable. 

Yates District, No. 5. T. J. Covie, at 
Kingston. 4th Saturday Leeland D. 
Maupin, at Speedwell, 2nd Wednesday. 
George Y oung. Constable. 

Glade District. No. 6. James M Wood, 
at Berea, 3rd Saturday John G. Gal- 
loway, at White's Station, 1st Saturday. 1 

R. G. Ballard, Constable. 

Kirksville District, No. 7 J M Cotton 
at Kirksville, 2nd Saturday. Alexander, 
Ray. at Kirksville, 3rd Saturday. J. M 
Fowler, Constable. 

Poosey District, No. 8 J. N. Hendrcn 
at Cotton’s Store. 3rd Monday. Wm. A., 
Chandler, at Reagan's Store, 3rd Friday. 

S. D. Carpenter. Constable 

Million District, No. 9. J. M. Long, at 
Stapp's Store, 3rd Tuesday. A. B. New- 
by, at Holman's Store, 3rd Saturday, 
James A. Harvey Constable. 
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BAPTIST 

Cane Spring, (Calvinist;. 1st Saturday 
and Sunday. Pastor, Rev. Wil'iam Ru- 
pard. 

Drowning Creek, 3rd Saturday and 
Sunday. Pastor, Rev. T. L. Lawson. 

Hays Fork. 3rd Sunday and preceding 
Saturday. Pastor, Eld. A. J. Tribble. 

Pilot Knob, 2nd Saturday and Sunday. 
Pastor. T. L. Lawson. 

Kirksville, (Brick Church;, Saturday 
and Sunday. Pastor, Rev. J. A. James. 

Republican, 2nd Saturday and Sunday, 
and Sunday after 4th Saturday. Pastor, 
Rev. 

Richmond, 1st and 3rd Saturdays and 
Sundays. Sunday school 9 A. M. each 
Sabbath. Prayer meeting Thursday night. 
Pastor, Rev. 

Richmond, Predestinarian, Services 2nd 
Saturday and Sunday and 4th Sunday. 
Pastor, Rev. E. H. Burnam. 

Silver Creek, 1st Saturday and Sunday. 
Pastor, Rev. B. S. Hunting. 

Union, 1st Saturday and following Sun- 
day. Pastor, Rev. John G. Pond. 

Viney Fork, 4U1 Saturday and Sunday. 
Pastor, Rev. J. A. James. 

Waco (United), 2nd Saturday and Sun- 
day. Pastor, Rev. 

Richmond, (First United, colored), Ser- 
vices 3rd Saturday and following Sunday 
in each month, at 1 1 o’clock A. M., and 
also 3 and 7 P. M , on Sunday. Pastor, 
Elder M. Campbell. 



-DEA1.KKS IN- 



Prayer 



CATHOLIC. 

Richmond, Services, tst and 3rd Sun- 
days, 10 A. M. Pastor, Rev. Father 
Haley. 

DISCIPLES OF CHRIST. 

Flat Woods, 3rd Sunday and preceding 
Saturday. Pastor, Elder J. C. Walden. 
5th Sunday. Pastor.Eld. J. W. Harding 

Glade, 4th Sunday and preceding Satur- 
day, Pastor, Elder Colier. 

Kirksville, 2nd Sunday and preceding 
Saturday. Pastor, Elder Joseph Rallew. 

Mt. Pleasant, 2nd and 4th Sundays and 
preceding Saturdays. Sabbath school, 10 
A. M. Pastor, Elder B. C. Hagerman. 

Mt. Zion, 1st and 3rd Sundays and 
Saturday preceding 3rd Sunday. Pastor, 
Elder L. H Reynolds. 

Richmond, Services every Sunday. 
Sunday-school at 9:30 A. M. Prayer 
meeting Wednesday evenings. 

Union, 1st Sunday and preceding Satur- 
day. Pastor, — 

White Oak Pond, 2nd Sunday. Pastor, 
Elder L. H. Reynolds. 

EPISCOPAL. 

Richmond, (Protestant), Services every 
Sunday, morning and evening, and on 
Friday evening. Pastor, Rev. W. Y. 
Sheppard. 

METHODIST. 

College Hill, (Centenary M. E ), 1st 
Sunday morning, and 4th Sunday, morn- 
ing and night. Prayer meeting every al- 
ternate Wednesday night. Sunday school 
every Sunday morning. Pastor, Eld. J. F. 
Grider. 

College Hill. (M. E. South), 2nd Sun- 
day, morning and night. Prayer meeting 
every alternate Wednesday night. Sun- 
day school every Sunday morning. Pas- 
tor, Rev. D. P. Ware. 

Kirksville. Pastor, Rev. S. W. Peeples. 

Providence, istand3d Sunday morn- 
ings. Pastor, Rev. J. A. Henderson. 

Richmond, (South). Sunday-school 
9:30, T. J. Scott, Superintendent. Services 
every 2nd and 4U1 Sunday mornings at 
11 A. M., and every Sunday night at 7 P. 
M. Pastor. Rev. I. A. Henderson. 

PRESBYTERIAN. 

Bethel Meeting House, 2nd and 5th 
Sundays, 

Forman's Chapel, 4th Sunday. 

Kirksville, 1st and 3rd Sundays. Pastor 
Rev. W m. Crow. 

Richmond, (South), Services every Sun- 
day, Prayer meeting Wednesday night*. 

Richmond, (North), Services II A. M., 
and 3 P. M. Pastor, 

Silver Creek Chapel, tst and 3rd Sun- 
days. 

Ford, 2nd and 4th Sundays ; 10:30, A. 
M., and 4 P. M. Sunday-school, 3 P. M. j 
Pastor. Rev. L. H. Blanton, D. D. 



house. Af:er the bear had rested he tbeir own killing. A few neighbors 
started on again, only going about uniting ia taking a carcass killed in 
half a mile further, when Mr. Vinson | turn by one of their own number, can 
was reenforced with fire-arms, and effect a material saving . — Prairts 

shot aud killed the bear. I Farmer. 



from them the advantage of doing j j n despair he has picked op his feet 



aa’ slid 00L It was de natural result. 
I tell you. my frens, de tomfoolery of 
de women of dis keatry am slrainip’ 
on do ehalk line till de oori can’t 
cLan’ much mo’, an* it am high time 



view any kind of relicnle. even one of 
the pDinoet pattern, will bo prefer- 
able to those monstrosities In leather 
called shopping bags, and waich are 
to be pleoed ia the aaiuo category as 
-listers and rubber oloaka— M Y 
Hail mi Express. 



Master Commissioner, S. E. Scott. 
Clerk, W. H. Miller. 

T, *‘* °r holding common pleas court. 

First Monday in January, ist Monday 
in June and 3rd Monday in October. 

time of holding circuit court. 
^Third Monday in March and Septem- 

TIME OF HOLDING qUAKTRRLY AND 
COUNTY COURT. 

Quarterly Coutf, fourth Monday in 
January, April, July and the 2nd Monday 
in October. J 

County Court of Claims, 2nd Monday 
In July. 

County Court, first Monday in each 
month. 
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■ ACRES for corn and oats. J 
Fine orchard. 

J. L. McMURTRY, 
Buena Vista, Garrard Co., Kv I 



ULUK-GRASS 

LIGHTNING ROD C 0 „ 

FOL’HHEE, MELTON A CO., 
Proprietors, 

16 Market Street, - Lexington, Ky. I 



Lightning Hods, Iron 
Fencing, Cresting, 
etc., etc. 

.NONE BIT THE BEST MATERIAL USED. 
ALL WORK GUARANTEED. 
Estimates furnished ou application. 
12 -tf JAS. WILKEKS 0 .N, Agent. 



Pianos and Organs. 

Steinway & Sons., 

Hazleton Bros., 

Christie, 

New England 

and other Pianos. 



Chicago Cottage Organs. 

PIANOS AND ORGANS FOR REST. 

Rent applied as part payment. 

Write For Prices and Terms 

LUKE U. MILWARD, 

8 and to W, Main St., Lexington, Ky 
June 22 tf. 

FOUND ! 

—AT THE— 

CASH GROCERY HOUSE 

— of — 

- J. D. 

DYKES, 

ON 

North Second Street, 

A full and complete stock of 
STAPLE AND FANCY 

GROCERIES, 

Confectioneries, 
Canned Goods, 
Green and 

Dried Fruit, 

and plenty of every 
thing in my line. 
This house is 

“Strictly Business” 

Strictly CASH Basis. 

The best goods are 
kept and sold on very 
close margin for cash. 

GIVE THIS HOUSE 

A TRIAL 

Juue 22 tf 

WANTED-S5CI 

at W' bite’s Drug Store. 
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BUILDER 

AND 

CONTRACTOR, 

K j — Is prepared to do ail kin ls of— 

3 BUILDING AND COMIC At 1 

- | WOIiK 

AT TIIE MOST 

Reasonable Rates 

and in Ihe best manner. He i> a 
thoroughly educated Carpenter 
and builder, anti those contemplat- 
ing building will do well to secure 
an estimate from him. 

Office at his residence on Ilullie 
Irvine Street. 

I , July 22-tf. 

rTlilifoi 

DRAI.HR IN FINE 

Whiskies, 

Brandies, 

• Wines, 

j Cigars, & c. 

First Street, Richmond, Ky. 

jnne 22 tf. 






Mexican 



G 

0 



Mustang 

Linimen 



Sciatica, 

Lumbago, 

Rheumatism. 

Burns, 

Scalds, 

Stings, 

Bites, 

Bruises. 

Bunions, 

Corns, 



CTTHES 

Scratches. 

Sprains. 

Strains, 

Stitches, 

Stiff Joints, 

Backache, 

Calls, 

Sores, 

Spavin 

Cracks. 



THIS GOOD OLD 

accomplishes for everybody « 
for 1L One of Uie rciAtua foa* tie a 
th« Mustang Llnlmect Is ?< «m*i 
applicability. Everybody n* 

Tbe Lumberman need-» It in 

Tbe iloaeewifo serds It for * 

Tbe Cttsolrr need* 1C for hi* t 

The s^lechaatc coed* U alv.w. 

bench. 

Tb© Jlinerneed* It !b ca$c of er.:«’~ 

The FUneprawdnU-aWtsB' .. 

Tb© Farmer oeed^ It In bL. la- 
mad hi* stock yard. 

Tha Steamboat man or the H.i ’inujn 
It In liberal supply aflo*r aud c*i>un . 

Tb© Barne-fancier ntals il— It t> : . 
friend and safest rellaace. 

Tb© M$ck-cr$ircr nce.t It — ?t r 
thousand* of dollars and a of tr«»i hi *. 

Tbe R«ilr*i4 man neec.s It aud w:.i »r ; 
long a* his life Is a round of ax-1 lentsai. i di. -• * 

Tbe Hacks* oodsutna n-’eU it Thr- 
lng like ft as an aartdot© ft r dYn-r-* f ' ' 
limb and comfort wUtcb somM iid tin pton***r. 

Tb© Mercbasit n*-eds it about hi* -tor© a 
his employee*. ▲sX’tdcnt* sr.ll fc , , «*c. * ' 

these come the Mustang Linin'-?, r: a want. 

Keep a Bottle la tbe House. Tla t « 
economy. 

Keep a Beetle In the Far'orr* *■••' 
use In case of accident saves |.sla !• 

Keep a Betti© Always la the Mu! 
see when werted. 

june22tf 




The -:-Butcher, 

Is prepared to supply his customers 
with the best 

Steaks, 

Pork, 

Sausage 
and Mutton 

AT T H E LOWEST PRICES. 

juoe22tf 



W. L. DOUGLAS 

$3 SHOE/b^yu/ 

The only %3 SKA ML ESI I K 
Shoe in the world, will*. if EIh 
oat tacks or nails. V KV 4 
Fiarat Calf, perfect _ 1 

and warranted. Congress, ^ ne tst a 
Button and Lace, sU uj m 

styles toe. As stylish A* rjm aSyM 

and durable a* those FB % 

costing $6 or %&. § 

all wear the W. Jr * 

fc I>OL'GLASX 



W. L. DOUGLAS 9tM SHOE Is w 
ceiled for heavy wear. If not sod by your dee 

write W. L. DOUGLAS. Biwfhlw, Ma 

For sale in Richnc ood by 

JACK FREEMAI 



Commercial College r.x.*w. 

Cheapest 4 Best Business Co/itgt is the W ■ 









